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Flo rida Killer Spirited Away to 


POLICE REMOVE 


ABDUCTOR FROM 


BOCA RATON JAIL 


Charles 
Jefferson, 
Former 


Radio Announcer, Ready 


To Pay Penalty 


FEELING 
HIGH 
IN 
TOWN 


One 
Movie- Struck 
Beauty 


Dead In Plot Mapped 


By Confessed Man 


BOCA RATON, Fla., Aug. 11— 
Charles 
R. 
Jefferson , con fessed 
kid n aper 
of 
two 
movie-struck 
y oun g Miami girls, on e of whom 
was brutally attacked an d m u r­ 
d ered , 
was 
said by authorities 
tod ay to be almost an xious to pay 
for his crime. 
Jefferson , a man of man y ali­ 
ases who earn ed substan tial sal­ 
aries for y ears by brillian t work 
in the movie an d rad io field s, was 
quoted as say in g: 
“I’ve got n othin g to live for, so 
let’s get thin gs over with as soon 
as possible.” 
Un til late y esterd ay , the su s­ 
pect was bein g held for safekeep­ 
in g in jail at W est Palm Beach, 
but last n ight 
after 
a 
crowd 
began gatherin g he was removed 
secretly to an other place, re p o rt­ 
ed ly Miami's sky scraper prison . 
At a coron er’s in quest y ester­ 
d ay he was ord ered held for the 
gran d Jury on first d egree m u r­ 
d er 
charges. 
Because mob vio­ 
len ce was feared , Jefferson was 
n ot taken to the hearin g. 
Feelin g ran high in Boca Raton 
an d elsewhere in southern Florid a 
as full d etails of the terror vis­ 
ited 
for 
three 
d ay s 
on 
Ruth 
Fran ces 
Dun n , 
17-y ear-old high 
school 
beauty , an d her 
chum, 
Jean Bolton , 19, blon d an d pretty 
n ight club sin ger, became kn own . 
Brutal Treatm en t Charged 
Miss 
Dun n s bod y was 
foun d 
y esterd ay on a 
lon ely 
beach n ear 
Boca 
Raton . She had 
been 
stabbed 
several 
times 
in 
the 
throat an d bod y an d shot through 
the head . 
Her bod y showed evi­ 
d en ce of bru tal treatm en t an d au ­ 
thorities said she had been crim ­ 
in ally assaulted . 
Miss 
Bolton was n ot harmed , 
(Con tin ued on Page Four) 
* 
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MnhiRIB8ENTR0P AND 
- — 
— 
-CIAN O DISCUSS 


Victims an d Con fessed Kid n aper-Murd erer 
INDICTED YOUTH Brita in Gives Up CRISIS IN DANZIG 


ARRESTED AFTER Ch in ese Killers 
TWO-CAR CRASH p Q p iea se Ja p s 


Yugoslavia’s 
Position 
If 


War Comes To Be Aired 


By Conferees 


Miss Frances Ruth Dunn, to p, 
and Miss Jean Bo lto n, belo w 
Charles Jefferson 


Merle Ankrom, 
19, 
To Face 


Charges; Police Claim 


He Fled Scene 


HUNGARY 
ANOTHER 
TEST 


THREE PERSO N S 
INJURED 


Lo ndo n Denies Appeasement, But Many In 
Question 
Of 
Closer 
Unity 
Autho rity Say Actio n Taken To Ease 
With Japanese Listed 
Dangero us Tientsin Situatio n 
For Consideration 


Miraculous Escape Made As 


Overturning Auto Pins 


Seven Passengers 


BERLIN, , Aug. 11 
Italian 


May o r W. B. Cady , Friday , j 
fined Merle Ankro m, 1 9, $2 0 0 
and co sts and o rdered him re­ 
manded to the co unty jail fo r 
6 0 day s after a charge o f leav - • 
lng 
the 
scene o f an accident 
was filed against him by state 
highway 
o fficers. 
Patro lmen 
Walker and Callentine inv esti­ 
gated the crash. 


LONDON. Aug. 11—In a strikin g n ew bid for peaceful n egotiation 
Foreign M in ister Coun t 
Galeazzo 
of crucial question s besettin g the world , Great Britain tod ay agreed to Cian o arrived 
at 
Salzburg this 
han d over to Japan ese jurisd iction a group of Chin ese lon g wan ted by 
aftern oon for 
his 
meetin g with 
Toky o authorities for the murd er of a Nippon ese customs in spector German 
Foreign 
Min ister 
Jo a- 
at Tien tsin . 
Refusal of the British govern men t to surren d er the alleged terrorists 
weeks ago led to a Japan ese blockad e of the British an d Fren ch con ­ 
cession s at Tien tsin an d a subsequen t worsen in g of An glo-Japan ese 
relation s that led Prime Min ister i-------------------------------------------------- 


chim 
Von 
Ribben trop, a parley 
that 
may 
prove of momen tous 
importan ce to Europe. 
Shortly after, the two men be­ 
gan 
their 
d iscussion in n earby 


A Circleville y outh, alread y un ­ 
d er in d ictmen t for d rivin g when 
in toxicated , was held in the Pick­ 
away coun ty jail Frid ay awaitin g ; 
charges to be filed by state high- surren d er in volved , 
way patrolmen followin g an auto- said . 


Neville 
Chamberlain recen tly to 
threaten d ispatch of a fleet to 
i Asiatic waters. 
In an n oun cin g the d ecision , the 
British foreign office emphatically 
repud iated suggestion s th at it re­ 
presen ted to the slightest d egree 
an y n ew “capitulation ” by Great 
Britain to the totalitarian states. 
“There is n o bargain in g an d n o 
a spokesman 


their 
Fusehl castle. 
At the same 
time, 
Euro pean 
ey es turn ed also to the Balkans, 
which un d oubted ly will co me up 
for 
d iscussion 
between the twfo 
axis d iplomats. 
On the program for the Ciano - 
Von Ribben trop talks, acco rding 
to au thoritative quarters here and 
▼ • 
. 
o 
• 
-r- 
x 
m Ro me, were: 
Tim ely R d in s 
To 
W ipe 
O ut 
l. The position Yugo slav ia may 


Earlier Estimates By 
make towards Rom* and 8erU'* 


CROP YIELDS GO 


HIGH IN STATE 


Ohio Experts 
mobile collision Thursd ay even in g. 
“This is en tirely a jud icial mat- 
Seven person s miraculously escap- ter. 
j 
COLUMBUS. Aug. 1 1 - Yield s ofj 
ed serious in jury when their auto- 
“It has n o con n ection with cur- j 
mobile was 
struck 
from behin d , j ren t 
An glo-Japan ese 
d iplomatic 
>’s m ajor crops have been in - 


in case of war. 
2. Possibility of the 
Nazifica- 
tion of Hun gary befo re an y co up 
elsewhere in Europe is attempted. 
3. Dan zig. 
4. The question of closer Japa 
B ABBLING an all but in cred ible story of how he had lured two high ( whirled aroun d in 
the 
highway , n egotiation s in Toky o. U is bein g crea*ed con sid erably d urin g 
the t n est collaboration with the Ger- 
trlrlta frn m thn lr Miioti Fla 
h.itn ow « Vptir n ilO vt’Hh Lilitp 
. 
.. 
. 
** 
‘ 
! f__a ___ _____—, .................................................................................................* 


DAYTON’S F I R E 
CHIEF 
STRICKEN 
AT BLAZE SCENE 


DAYTON. Aug. 11 — Stricken 
while d irectin g eight fire compan ­ 
ies in a fight on flames in the Neal 
cafeteria. Fire Chief W. W. Mc- 
Fad d en was d ead tod ay , the victim 
of 
a heart attack. 
Ten firemen 
were 
overcome 
by 
smoke 
an d 
fumes but will recover, 
McFad d en 
collapsed 
at 
the 
scen e but was revived by a d octor 
an d con tin ued to d irect his men . 
When the fire was un d er con trol, 
the chief d rove three blocks to a 
fire alarm an d sign al station , col­ 
lapsed again an d d ied . 
The fire, which raged for more 
than two hours, caused d amage 
estimated at $15,000. 


NAZIS IN DANZIG 


HEAR FOERSTER 


school girls from their Miami, Ha., homes, slew on e with kn ife 1 a bou<*. W o mllea south of Circle- j han d led en tirely separately from * 
mon th ovgr garliet eatifn ates • 
' jF afflian ee. 
an d gu n when she protested hi* ad van ces, an d held the other a pri- 
son er by his savage threats, Herbert God d ard , alias Charles Jeffer­ 
son , rad io an n oun cer, con fessed to kid n ap an d murd er as he was held 
in a West Palm Beach, Fla., jail. God d ard con fessed he killed Miss 
Fran ces Ruth Dun n n ear Boca Raton , Fla., after he had lured Miss 
Dun n an d Miss Jean Bolton from Miami with a promise of a screen 
test to be given in Palm Beach, Fla. 


ville on Route 23 an d overturn ed j other local in cid en ts as regard s j as a result of timely , scattered i 
in a d itch, pin n in g its passen gers Tien tsin ." 


Hitler’s 
Agent 
Fails 
To 


Bring 
Crisis 
Nearer; 


60, 000 In Crowd 
Fisch er 
Girl a n d Pyle 
Bo v Win 4 -H Co n tests 


ben eath it. 
Merle An krom, 
19, 
of 
York 
street, in d icted by the Pickaway 
coun ty gran d ju ry last Jun e 9, but 
n ot y et brought to trial though his 
“n ot 
gu ilty ” 
plea 
was 
en tered 
shortly after the jury reported , is 
un d er arrest. 
Authorities said he 
j fled the scen e of the collision an d 
was 
n ot 
arrested 
un til 
Frid ay 
at 8 a. m. by the sheriff’s d epart- 
i men t. 
Police said that 
Atwell 
Lin d sey an d Dick Con rad , were 


con trolled Dan zig press to carry I 
Miss Mary Fischer, 15, of Jackson to w n sh i/ an d Russell Py le, Jr., 16, ! 
An krom' 
™ fy 
on 
hiH 
war 
of 
word s 
atrain st 
. _ 
.. 
JT 
. 
¡to the Crites service station in 


DANZIG, Aug. 11 
Leavin g the 


To Ease Situation 
Despite this d isclaimer, it was 
the un an imous opin ion of d iplo- 
; matic observers that Britain had 
d ecid ed on this step as a major 
j move to clarify the in creasin gly 
j d ifficult situation in the F ar East. 
Sir Robert Leslie Craigie, Bri- 
j tain ’s am bassad or in Toky o, was 
in structed to in form Japan that 
examin ation of n ew evid en ce by 
(Con tin ued on Page Four) 
--------------- o--------------- 


rain s, 
the state crop reportin g 
service reported tod ay . 


•ted 
N‘Go Slow? Sign tpT 
Coun t Cian o, it was reported m 


is a d ivision of the U. S. d epart­ 
men t of agriculture, d isclosed : 
The corn crop this y ear will 


some quarters, may caution Ger­ 
man y to “go slow” in Dan zig — 
A survey by the bureau, which j ^ 
ad mon ition 
th at Premier 
Ben ito Mussolin i of Italy is said 
to have 
given 
before. 
In case 
fightin g should result from Ger- 
P . . « 
. « 
. . . . I 
i man action in the free city , Italy 
total 164,400,000 bushels as com- j woujd 
obligated to join 
the 
pared with a forecast of 157,555,- Reieh s sid e> 
an d it is gen eraiiy 
000 bushels mad e July 1. 
! reCogn ized th at Italy is reluctan t 
W in ter wheat 
36.621,000 bu- 
en ter a war over an issue so 
shels compared with 35.682.000. 
remote. 
Oats — 33.852,000 
bushels, 
in - 
German 
official 
qu arters d e- 
stead of 35.682,000. 
n jed reports from Belgrad e that 
The w heat crop for 1939 is 10,- j 
special tran sit ■ 
SOAP BOX DERBY! 000.000 bushels lower than the j rights in Yugoslavia were sought 
TAD A \1 ? C 
C D n 
\1 7 D y ield 
laSt y ear> but the bureau ln case of w ar= n evertheless the 
L/KA W O 
L K I ) W U poin ted out that th at was d ue to a statu s of the n eu trality of the 


Polan d ! Nazi" L^ad e^ A lt^ rt^ o e rs- of Deei creek town ship, are the h ea lth iest girl an d boy in Pickaway j south CircleviUeTo can he'lp after 
ter left tod ay for his home town ! coun ty ’s 4-H clubs. 
They won the coun ty con tests an d will represen t j the crash. 


of Fu erth W est German y , where Pickaway coun ty in the an n ual O b lig a te fair health con tests. 
Three Taken to Hospital 
* 
1 
d ecrease in the acreage in co-oper- Balkan kin gd om, as a n eighbor or 
h- is d ue to make an other speech 
Miss Fischer is a d au ghter of M r.|/n d Mrs. George Fischer. She is 
Three of the seven person s in the TO AKRON SCENE ation with the 
fed eral 
govern -! the An glo-Fren ch aid es, Ruman ia, 
tomorrow n ight. 
-------------------------------------------------- 
member of the Jackson tow n -, secon d automobile, on e of them a 
Over the weeken d he wUl be _ _ _ _ _ _ 
„ __ 
_ 
rM . 
13-mon th-old child , were taken to 
available for probable participa- BRIDGE 
R 
E 
P 
A 
I R 
p N ature t lub 
tion in the im portan t con versa- 
Berger 
hospital 
for 
treatm en t, 
A ltern ate as the healthiest giil then d ischarged . 
The other four 
tion s to be held n ear Salzburg by DECREE 
LASHED » . Miss Thelma Py le, 17, a sister o f ! were bruised but d id n ot require 
Foreign M in isters Joachim Von 
Ribben trop of German y an d Coun t IN 
Galeazzo Cian o of Italy . 
Later 
Foerster may con fer again with 
Chan cellor Ad olf H itler at Berch- 
tesgad en . 
Foerster’s speech before 60,000 
en thusiastic Dan zigers in the free 
city ’s Lapger M arket place last 
n ight brought a crisis over Dan ­ 
zig’s d eman d s for retu rn to the 
Reich n o n earer. 
In fact, it was expected that, 
(Con tin ued on Page Four) 


COURT 
SUIT 


A 
suit was filed again st the 


Russell. 
They are the child ren of hospitalization . They in clud ed Mrs. 
Mr. an d Mrs. Russell Py le. 
Both | Rlssle Hutchin son , 28, of Pickaway 


are 
town ship, cuts on head an d foot; 
her son , Russell, 7. cut on fore- 
(Con tin ued on Page Four) 
H ustlers Livestock Club. 
Russell 
coun ty commission ers Frid ay by a | was the on ly boy en tered in the 
group 
of 
Washin gton 
town ship j coun ty con test, 
property own ers askin g th a t, a 
Other girl» in the con test were CLEVELAND 
MAN 'y S '8**™ » ™ 8 sports even ts 


AKRON, O., Aug. 11 — Arriv­ 
in g in Akron on every train an d 
bus an d 
by 
private automobile 
tod ay were the elite of the boy 
mechan ics in the Un ited States, 
Australia. Can ad a an d Pan am a — 
d istrict champion s competin g for 
the 
n ation al 
an d 
in tern ation al 
soap box d erby champion ship. 
The 
great 
even t, on e of the 
in 


m en t’s con trol program. 
j Turkey , an d Greece, is likely to 
Estim ates for this y ear's corn be can vassed . 
crop in d icate it will top last y ear’s 
total of 156,892,000. 
However, in come of Ohio farm ­ 
ers for the first six mon ths of 1939 
was $4,000,000 lower than it was 
d urin g the same period last y ear, 
accord in g to officials of the d e­ 
partm en t of agricu ltu re a t Ohio 
State un iversity . 
The d rop, they said , was d ue to 


When Coun t Cian o 
return s to 
(Con tin ued on Page Four) 


SOLONS 
MAY 
BE 
CALLED IN CASE 
OF 
WAR 
CRISIS 


OUR WEATHEP MAN 


Lo ral 
High Thu rsd ay , 90. 
Low B'rld ay , 64. 
Fo rt* m a t 
I n creasin g 
clou d in ess 
F rid ay ; 
scatte red 
sh o w e rs 
by 
n ig ht 
an d 
on S a tu rd a y ; n ot mu ch chan ge in 
te m p e ratu re . 
T e m p er a tu re * E l s e n h e r e 
Abilen e, T ex................. 93 
68 
Boston , Mass................. 



87 
Chicago, III.................... 82 
59 
Clevelan d . Ohio ........... 82 
» 8 
Den ver. Colo............... 
72 
46 
Des Moin es, Io w a 
. . . 74 
Du lu th, Min n............... *7 
5JI 
Los An geles, Calif. 
. . . 8” 
Mon tgomery , Ala. . 
. 9 | 
New Orlean s. L a....... 93 
75 
New York. N. Y ......... 89 
Phoen ix, Arix............. 102 
7Q 
San An ton io, Tex. 
. . . 96 
Seattle, W a s h .................... id 
Bismarck, N. Dak. 
53 


w rit of man d amus be issued in 
Common Pleas court requirin g the 
board to repair a brid ge d amaged 
by the flash flood on July *4. 
The action was filed by Floy d E. 
Ott, Muriel G. Ott, Cecil R. Elliott, 
R. Z. McCoy an d E. A. Md Coy , who 
H i 11 I S B O R O 
J U R Y own Pr°Per*y alon g what is kn own 


the worlcf, will be run off Sun d ay , un usually low 
prices 
this y ear.. 
HYDE PARK. N. Y., Aug. 11 
Joan Down in g, Way n e town ship; 
_ 
__________ __ 
Marjorie Hill, * Scioto 
town ship; JV11 J R f Y F P Q 
W I F F Each boy en tered has piloted his i Last season the in come was $127,-; Qn lv 
the 
reason ably 
certain 
M artha Down s, Darby town ship; 
small machin e through stiff d is- j 000,000, while in 19G9 it was $123,- threat of war in Europe or the 
Fern Richard an d Mary Catherin e IW 
U P T O W N A R F A 
comPetition to win the right 000,000, they reported . 
p ar Eas{; vvm 
impel 
Presid en t 
Bowman , 
W ashin gton 
town ship;! 
1 
to come to Akron for the fin als. 
Un iversity 
experts said 
July I Rooseve}t to cail a special session 
Beatrice Kibby , Ashville; Garn et 
The d erby will be run in heats, j farm prices in Ohio this y ear were 0f con greSi 
McClurg, Harrison town ship, an d | 
CLEVELAND, Aug. 11 — Shot; with 
three 
boy s 
competin g 
tn 
j the lowest sin ce 1911. 
f said tod ay . 
Jan u ary , he 


Elean or Smith, W illiamsport. 
d own by her estran ged husban d each heat, over the specially con - 
Examin ation s were mad e by Dr. o u tsi(le of Clevelan d ’s public au-1 strueted d erby course, a con crete 
as 
r 
I 
'J 
JCUAttJIUimtlUlIiS W Cl 15 IlictUt' U> JL/I . 
" ~ 
I“ ----------------- 



* "J 
| fw f p r% 
r-l 
_ p. 
The 
Old 
Road ”, 
exten d in g a . D. Blackburn , coun ty health d itorium when she refused to a c -; track 1,173 feet lon g an d 30 feet j U W IN U K 
U l* K jL J J o 
22 
in 
Washin gton 
STUDYING F A T E i from 
Route 
town ship. 
OF 
FRANK 
CASE 
The petition con ten d s the road 
is a public road an d the brid ge 
repairs should be mad e by the j COUNTY W. P. A. 
coun ty . 
Commission ers 
recen tly 


commission er. 
Dr. G. D. Phillips compan y him, Mrs. Mary Lechler, i wid e. 
The course has a grad e of 
examin ed their teeth. 


HILLSBORO, 
Aug. 
11—With 
testimon y completed , a ju ry of 12 j refused to repair the brid ge, con - 
(PAYROLL 
TO 
BE en ed his wife several times sin ce I 
men tod ay was to weigh the fate j ten d in g the road has been main - 
of Fran k Case, 49-y ear-old ten an t 
farm er charged with the first d e­ 
gree m urd er of his woman em­ 
ploy er an d his father-in -law. 


tain ed as a private road . The com- ¡REDUCED 
BY 
4 7 
mission ers are R. E. May , C. E. j 
W right an d John Keller. 
I 
Hearin g on the application for 
Forty -seven person s will be d is- 


28-y ear-old city hall telephon e op- j about 16 d egrees at the top an d J 
BUYS BALL CLUB 
erator, 
d ied 
from 
four 
bullet grad ually levels off at the en d . ; . 
n 
i n 
i4 H i r . M i n 
woun d s tod ay . 
j Electric 
timers 
usin g an auto- A I 
BIRMINGHAM 
The husban d , Carl L. Lechler, j matic camera, are at the fin ish ! 
_______ 
49, who reported ly 
had 
threat- 
lin e. 
Fastest time ever mad e on the 
she filed su it for d ivorce in April, 
track 
was 
that 
of 
H erb ert, 
. 
, 
, . 
„ .. 
_ 
.. 
was in serious con d ition from in - 
Muen ch of St. Louis. 1936 w in n er.! m n g:|iam clu ()f the southern as- j 
ju ries suffered in an au to crash 
Muen ch mad e 
the d istan ce in 28.2 1 T *? 
T ^ *** 
, % 
................................... 
•- 
- 
I ell Crosley , Jr., own er of the Ctn - 


At his Hy d e Park press con fer­ 
en ce the Presid en t scoffed at per­ 
sisten t Washin gton reports he in ­ 
ten d ed to recall the con gress that 
jolted him so hard in the closin g 
mon ths. 
If such a special 
session call 
should come — provid ed on ly the 
actual crisis of war became immi- 


thal en d ed in police pursuit. 
I secon d s. 
Patrolm an George 
W. 
Turek, j 
The all 
American 
d erby , 
in 
Case plead ed guilty “by reason 
the w'rit~of man d amus has 
been cliar£ ed from W. P. A. in P ick-; chauffeur 
for 
May or Harold L. j which en tries 
from 
the Un ited 
of In san ity ” to the fatal shootin g 
set for Thursd ay , Aug. 24. 
away coun ty within the n ext few Burton , saw the shootin g as he sat , States an d 
Can ad a 
compete, is 
of Mrs. Jan ie Richmon d , own er of 
the farm he operated n ear Hills-! 
boro. 
The 
state 
charged 
that DEATH 
after 
killin g 
the 
woman 
Case 
d rove to n earby Sin kin g Sprin gs j 
an d fatally woun d ed his wife’s 
father. 
, 
Testify in g for the d efen se, Dr. 
J. M. Whitmore, psy chiatrist at 
Lima state hospital for crimin al 
in san e, told the court the d efen d ­ 
an t was san e but that he was a 
“bord erlin e case.” 


d ay s un d er the regulation requir-i parked in fron t of the city hall limited to 120 boy s. 
A fter the all 


OF 
DUTCH 


CAUSES 


i in g d ismissal of workers, with the an d he captured Lechler after a American , the win n er 
competes 
BANK exception of w ar veteran s, who chase at 60 miles an hour through with the en tran ts from Australia 
CONCERN have been employ ed con tin uously heavy traffic. 
! an d Pan am a. 
1 for 18 mon ths. 
Police were 
told Lechler 
shot 
o--------------- 
D. H. Marcy , coun ty relief d i- his wife when she resisted his at- 
The 
Nether- 1 rector, an n oun ced the figure Fri- tem pts to force her in to his a u to ! 
FIVE 
WOMEN 
APPLY 
FOR 
Death of on e j d ay . 
He said 374 person s are en i- as she left her job 
for the d ay . pQCJJ 
^ 


BIRMINGHAM. Ala., 
Aug. 11 
Con trollin g in terest in the Bir-1 n en ' abroad ~ **r. Roosevelt mid 
I his on ly con cern would be to in ­ 
sure 
American 
n eu trality alon g 
the lin es of in tern ation al law. 
Reporters queried 
whether he 
plan n ed to d rop 
his 
cash-an d - 
carry 
proposal. 
The 
Presid en t 
Sale price 
was 
an n oun ced as I reP^®d a lot of thin gs could be 
d on e without con gression al action 
an d repeated that his con cern in 
even t of w ar abroad would be to 


cin n ati 
Red s 
of 
the 
Nation al 
league, it was an n oun ced in Bir­ 
min gham. 


$250,000. 
The sale, which had been ru ­ 
mored for several d ay s, was a n - , 
. _ 
. _ . 
« 
n oun eed followin g 
a 
con feren ce f e 
e Un ited M ates back to in 
between W arren C. Giles, 
vice 


-o- 


DIPLOMA GRANTED 
Mrs. Leon Van Vliet, W. High 
street, 
received 
the 
d egree 
of 
Bachelor of Music, Frid ay , from 
the 
Capitol 
College of Oratory 
an a Music, Columbus. 
Mrs. Van 
Vliet main tain ed 
a 
straight A 
average 
d urin g 
her 
18-mon th 
course. 


AMSTERDAM, 
lan d s, Aug. 11 - 
of the richest men in the world , ; ploy ed at presen t on Wr. P. A. in Officers said Lechler 
Fritz Man n heimer, 49, head of the j Pickaway coun ty . A few more d is- poison 
immed iately 
Men d elssohn 
Ban k 
of 
A m ster-} missals may be mad e un d er the shootin g. 


tern ation al law—or simple repeal 
of the arm s embargo. 


swallowed 
after 
the 


presid en t an d gen eral man ager of 
the Red s, an d Ed Norton , presi- j 
EXECUTIONER ; dvn t^ d j irae r^ th e controlUn* J m TH0RNVILLE. 0. . MEN 


d arn , 
tod ay 
led 
in d irectly to a n ew regulation . Mr. Marcy learn - 
wave of n ervousn ess in Dutch fi­ 
n an cial quarters. 
Presumably as a resu lt of his 
d eath, the ban k filed formal ap­ 
plication for permission to sus­ 
pen d pay men ts. 
Man n heimer. whose skillful ma- 


ed , but he d id n ot believe there 
j 
would be man y . 


OSSINING, N. Y., Aug. 11— 
Who said they were the weaker 
sex ? 
OHIO FARMER GRA\ E 
Five women , it was revealed to- 
COLUMBUS, 
Aug. 
11—Con d i- d ay by Sin g Sin g officials, have 


BUY DAVIDSON HARDWARE 


tion of R. J. Wilson , 50-y ear-old applied for the job as substitute 
EKINS L. EAVES ROME 
Wood stock farm er who was struck execution er 
to 
replace 
Robert 
ROME. Aug. 11 — H. R. Ekin s, by a tractor, was d escribed tod ay 
Elliott, New York’s veteran throw- 
Rome 
correspon d en t 
of the j as “n ot very good ” by atten d an ts er of the switch at the electric 
who is seriously ill. 


BENNY, ALLEN AT FAIR 
COLUMBUS. Aug. II — Jack 
Ben n y an d Fred Allen will appear 
at the 89th an n ual sta:~ fair from 
Aug. 26 to Sept. 1, the agriculture 
d epartm en t an n oun ced tod ay . Be­ 
fore the rurh 'o r tickets started , 
however, the d epartmen t explain ed 


An n oun cemen t was mad e Frid ay 
of the sale of the David » on Hard ­ 
ware store, E. Main street, to Roy 
H arpster 
an d Lowell 
Thorn villt, by Joseph Wori 
of the store. 
The n ew own ers took ov< 
n ipuiation of flu ctu atin g mon ey s j Un ited Press expelled by the Ital- of Mt. Carmel hospital in 
Colum- chair. 
w’on him the title of “kin g of fly - j ian govern men t, left the city to- bus. 
Wilson was rushed 
to the 
The women 
applican ts 
d on ’t j that Ben n y an d ALen , in thh case. I busin ess Frid ay 
in g capital,” d ied of a heart ail- d ay for Paris, accompan ied by his hospital after he was run over by 
stan d a chan ce, 
however, prison were spotted Polan d Chin e jun ior 
They operate stores in 
m en t at his home n ear Paris. 
He wife.. The offices of the Un ited ! a tractor while workin g 
on his officials said , in 
the even t Elliott boar hogs en tered in livestock e x-, ter. 
ThomvRJ# , RuahviMt, 
hi bit. 
* Vern on an d Newark- 
was born in German y . 
Press remain ed pad locked . 
farm. 
j fails to recover. 


WEATHER 


Cloudy, 
with 
showers to­ 
night 
and 
Saturday. 
Warmer tonight. 


fangs# 
p a p ! 
rn 
g 
T w o 
T e l e p l 
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# # 
♦ 
Florida Killer Spirited Away to Escape Mob 


POLICE REMOVE 
ABDUCTOR FROM 
BOCA RATON JAIL 


Charles 
Jefferson, 
Former 
Radio Announcer, Ready 
* 
To Pay Penalty 


FEELING 
HIGH 
IN 
TOWN 


One 
Movie-Struck 
Beauty 
Dead In Plot Mapped 
By Confessed Man 


<$> <§> 


BOCA RATON, Fla., Aug. l l — 
Charles 
R. 
Jefferson, confessed 
kidnaper 
of 
two 
movie-struck 
young Miami girls, one of whom 
was brutally attacked and mur­ 
dered, 
was 
said by authorities 
today to be almost anxious to pay 
for his crime. 
Jefferson, a man of many ali­ 
ases who earned substantial sal­ 
aries for years by brilliant work 
in the movie and radio fields, was 
quoted as saying: 
“I’ve got nothing to live for, so 
let’s get things over with as soon 
as possible.’’ 
Until late yesterday, the sus­ 
pect was being held for safekeep­ 
ing in jail at West Palm Beach, 
but last night 
after 
& 
crowd 
began gathering he was removed 
secretly to another place, report­ 
edly Miami's skyscraper prison. 
At a coroner’s Inquest yester* 
day he was ordered held for the 
grand jury on first degree mur­ 
der 
charges. 
Because mob vio­ 
lence was feared, Jefferson was 
not taken to the hearing. 
Feeling ran high in Boca Raton 
and elsewhere in southern Florida 
ns full details of the terror vis­ 
ited 
for 
three 
days 
on 
Ruth 
Frances 
Dunn, 
17-year-old high 
school 
beauty, 
and 
her 
chum, 
Jean Bolton, 19, blond and pretty 
night club singer, became known. 
Brutal Treatment C harged 
Miss 
Dunn’s 
body was found 
yesterday on a lonely beach near 
Boca 
Raton. 
She 
had 
been 
stabbed 
several 
times 
in 
the 
throat and body and shot through 
the head. 
Her body showed evi­ 
dence of brutal treatment and au­ 
thorities said she had been crim­ 
inally assaulted. 
Miss 
Bolton was not harmed, 
(Continued on Page Four) 


DAYTON’S 
F I R E 
CHIEF 
STRICKEN 
AT BLAZE SCENE 


DAYTON, Aug. ll — Stricken 
while directing eight fire compan­ 
ies in a fight on flames in the Neal 
cafeteria. Fire Chief W. W. Mc- 
Fadden was dead today, the victim 
of 
a heart attack. 
Ten firemen 
were 
overcome 
by 
smoke 
and 
fumes but will recover. 
McFadden 
collapsed 
at 
the 
scene but was revived by a doctor 
and continued to direct his men. 
When the fire was under control, 
the chief drove three blocks to a 
fire alarm and signal station, col­ 
lapsed again and died. 
The fire, which raged for more 
than two hours, caused damage 
estimated at $15,000. 


OCR WEATHER MAN 


Victims and Confessed Kidnaper-Murderer 
INDICTED YOUTH Britain Gives Up 


ARRESTED ^™\Chinese Killers 
TWO-CAR CRASH T q p iease J aps 


RIBBENTROP AND 
CIANO DISCUSS 
CRISIS IN DANZIG 


1 1 


Yugoslavia’s 
Position 
War Comes To Be Aired 
By Conferees 


lf 


Merle Ankrom, 
19. 
To Face 
Charges; Police Claim 
He Fled Scene 


HUNGARY 
ANOTHER 
TEST 


THREE PERSONS INJURED 


Miraculous Escape Made As 
Overturning Auto Pins 
Seven Passengers 


London Denies Appeasement, But Many in 
Authority Say Action Taken To Ease 
Dangerous Tientsin 
Situation 


Mayor W. B. Cady, Friday, 
fined Merle Ankrom, 19, $200 
and costs and ordered him re­ 
manded to the county jail for 
60 days after a charge of leav­ 
ing 
the 
scene of an accident 
was filed against him by state 
highway 
officers. 
Patrolmen 
Walker and ('allentine investi­ 
gated the crash. 


LONDON. Aug. l l —In a striking new bid for peaceful negotiation 
j of crucial questions besetting the world, Great Britain today agreed to 
hand over to Japanese jurisdiction a group of Chinese long wanted by 
Tokyo authorities for the murder of a Nipponese customs inspector 
at Tientsin. 
Refusal of the British government to surrender the alleged terrorists 
weeks ago led to a Japanese blockade of the British and French con­ 
cessions at Tientsin and a subsequent worsening of Anglo-Japanese 
relations that led Prime Minister I ------------------------------------—----------— 
! Neville 
Chamberlain recently to j 
threaten dispatch of a fleet to i 
Asiatic waters. 
In announcing the decision, the 


Question 
Of 
Closer 
Unity 
With Japanese Listed 
For Consideration 


Miss Frances Ruth Dunn, top, 
and Miss Jean Bolton, below 


NAZIS IN DANZIG 
HEAR FOERSTER 


Hitler’s 
Agent 
Fails 
To 
Bring 
Crisis 
Nearer; 
60,000 In Crowd 


Charles Jefferson 
DABBLING an all but incredible »tory of how he had lured two high 
school girls from their ‘Miami, Fla., homes, slew one with knife 
and gun when she protested his advances, and held the other a pri­ 
soner by his savage threats, Herbert Goddard, alias Charles Jeffer­ 
son, radio announcer, confessed to kidnap and murder as he was held 
in a West Palm Beach, Fla., jail. Goddard confessed he killed Miss 
Frances Ruth Dunn near Boca Raton, Fla., after he had lured Miss 
Dunn and Miss Jean Bolton from Miami with a promise of a screen 
test to he given in Palm Beach, Fla. 
Fischer Girl and Pyle 
Boy Win 4-H Contests 


: British foreign office emphatically 
repudiated suggestions that it re- 
A Circleville youth, already un- j presented to the slightest degree 
der indictment for driving when I any new “capitulation” by Great 
intoxicated, was held in the Pick- Britain to the totalitarian states, 
away county jail Friday awaiting 
“There is no bargaining and no 
charges to be filed by state high- surrender involved,” a spokesman 
way patrolmen following an auto- said. 
mobile collision Thursday evening. 
“This is entirely a judicial mat- 
Seven persons miraculously escap- j ter. 
ed serious injury when their auto­ 
mobile was 
struck 
from behind, 
whirled around in 
the 
highway 
abou* iwo miles south cf Circle- 


CROP YIELDS GO 
HIGH IN STATE 


Timely Rains 
To 
Wipe 
Out 
Earlier Estimates By 
Ohio Experts 


COLUMBUS, Aug l l 
Yields of 
Ohio's major crops have been in -1 


BERLIN, . Aug. l l — Italian 
Foreign Minister Count Galeazzo 
Ciano arrived 
at 
Salzburg this 
afternoon for 
his 
meeting with 
German 
Foreign 
Minister Joa­ 
chim 
Von Ribbentrop, a parley 
that 
may prove of momentous 
importance to Europe. 
Shortly after, the two men be­ 
gan 
their discussion in nearby 
Fusehl castle. 
At the same 
time, 
European 
eyes turned also to the Balkans, 
which undoubtedly will come up 
for 
discussion 
between the two 
axis diplomats. 
On the program for the Ciano- 
Von Ribbentrop 
talks, according 
to authoritative quarters here and 
in Rome, were: 
1. The position Yugoslavia may 
make towards Rome and Berlin 
in case of war. 
2. Possibility of the 
Nazofica­ 
tion of Hungary before any coup 
elsewhere in Europe is attempted. 
3. Danzig. 
4. The question of closer Japa- 


ville on Route 23 and overturned 
in a ditch, pinning its passengers Tientsin.” 


“It has no connection with cur­ 
rent 
Anglo-Japanese 
diplomatic, 
IlfJlS 
rn 
negotiations In Tokyo. It I. twin* | cr«Med considerably during 
lh ., nest collalwraUon with. the Get- 
handled entirety separately from }!"* month 
aaHBMntttP**" , 
other local incidents as regards as a result of timely, scattered 


Miss Mary Fischer, 15, of Jackson township, and Russell Pyle, Jr., 16, 
of Deercreek township, are the healthiest girl and boy in Pickaway 


DANZIG, Aug. l l 
Leaving the 
controlled Danzig press to carry 
on 
his 
war 
of 
words 
against 
Poland, Nazi Leader Albert Foers- 
ter left today for his home towm county’s 4-H clubs. 
They wron the 
of Fuerth, West Germany, where Pickaway county in the annual Ohi 
h-' is due to make another speech 
tomorrow night. 
Over the weekend he will be 


beneath it. 
Merle Ankrom, 
19, 
of 
York 
street, indicted by the Pickaway 
county grand jury last June 9, but 
not yet brought to trial though his 
“not 
guilty” 
plea 
was 
entered 
shortly after the jury reported, is 
under arrest. 
Authorities said he 
fled the scene of the collision and 
was 
not 
arrested 
until 
Friday 
at 8 a. rn. by the sheriff's depart­ 
ment. 
Police said that Atw'ell 
Lindsey and Dick Conrad, were i 
riding with Ankrom. 
They ran 
to the Crites service station in 


available for probable participa­ 
tion in the important conversa­ 
tions to be held near Salzburg by 
Foreign Ministers Joachim Von 
Ribbentrop of Germany and Count 
Galeazzo Ciano of Italy. 
Later 
Foerster may confer again with 
Chancellor Adolf Hitler at Berch- 
tesgaden. 
Foerster’s speech before 60,000 
enthusiastic Danzigers in the free 
city’s Laager Market place last 
night brought a crisis over Dan­ 
zig’s demands for return to the 
Reich no nearer. 
In fact, it was expected that, 
(Continued on Page Four) 
--------------o----------- —.. 
HILLSBORO 
JURY 
STUDYING F A T E 
OF 
FRANK 
CASE 


south Circleville to call help after 
contests and will represent the crash. 
ate fair health contests. 
Three Taken to Hospital 
Miss Fischer is a daughter of Mr.^Tnd Mrs. George Fischer. She is 
Three of the seven persons in the TO AKRON SCENE 
a member of the Jackson towm-1 seconc* automobile, one of them a 
______ 
13-month-old child, were taken to 
Berger 
hospital 
for 
treatment, 
Alternate as the healthiest gill then discharged. 
The other four 


rains, 
the state crop reporting 
service reported today. 
A survey by the bureau, which 
is a division of the U. S. depart­ 
ment of agriculture, disclosed: 
The corn crop this year will 
total 164,400,000 bushels as com­ 
pared with a forecast of 157,555,- 
000 bushels made July I. 
Winter wheat — 36,621,000 bu­ 
shels compared with 35,682,000. 
Oats — 33,852,000 
bushels, 
in­ 
stead of 35,682,000. 
_ * , ^ 
, 
The wheat crop for 1939 is 10,- 
SOAP BOX DERBY OOO.OOO bushels low'er than the 


r \ n 
K W r e 
y i e , d 
l a s t y 
e 
a 
r ’ 
b 
u 
t 
t h e 
b 
u 
r e a u 
U K A W 
j 
L K U VV Lr I pointed out that that was due to a 
decrease in the acreage in co-oper- 


To Ease Situation 
Despite this disclaimer, it was 
the unanimous opinion of diplo­ 
matic observers that Britain had 
decided on this step as a major 
move to clarify the increasingly 
difficult situation in the Far East. 
Sir Robert Leslie Craigie, Bri­ 
tain’s ambassador in Tokyo, was 
instructed to inform Japan that 
examination of new evidence by 
(Continued on Page Four) 


BRIDGE R E P A I R shiP N"ture Club 
DECREE 
LASHED 
IN 
COURT 
SUIT 
Russell. 
They are the children of 
Mr. and Mrs. Russell Pyle. 
Both 
I are 
members of the Deercreek 
A 
suit 
was filed against the Hustlers Livestock Club. 
Russell 
county commissioners Friday by a was the only boy entered in the 
group 
of Washington 
township 
county contest. 


is Miss Thelma Pyle, 17, a sister of were bruised but did not require 
hospitalization. They included Mrs. 
Rissie Hutchinson, 28. of Pickaway 
township, cuts on head and foot; 
her son. Russell, 7, cut on fore- 
((o u tinned on Page Four) 


property owners asking that . a 
writ of mandamus be issued in 
CLEVELAND 
MAN 
MURDERS 
W I F E 
IN UPTOWN AREA 


AKRON, O., Aug. l l — Arriv­ 
ing in Akron on every train and 
bus and 
by 
private automobile 
today were the elite of the boy 
mechanics in the United States. 
Australia, Canada and Panama — 
district champions competing for 
the 
national 
and 
international J 
soap box derby championship. 
The 
great 
event, one of the j 
largest amateur sports events in 
the world, will be run off Sunday, unusually low 


ation with the 
federal 
ment’s control program. 
Estimates for this year’s corn 
crop indicate it will top last year’s 
total of 156,992,000. 
However, income of Ohio farm- j 
ers for the first six months of 1939 
was $4,000,000 lower than it wfas 
during the same period last year, 
according to officials of the de- j 
partment of agriculture at Ohio \ 
State university. 
The drop, they said, was due to 
prices 
this year. 


Slew- Sign VpT * 
Count Ciano, it was reported rn 
some quarters, may caution Ger­ 
many to “go slow” in Danzig — 
an 
admonition 
that 
Premier 
Benito Mussolini of Italy is said 
to have 
given 
before. 
In case 
fighting should result from Ger­ 
man action in the free city, Italy 
would be obligated to join 
the 
Reich’s aide, and it is generally 
recognized that Italy is reluctant 
to enter a war over an issue so 
remote. 
German 
official 
quarters de­ 
nied reports from Belgrade that 
special 
transit 
and 
economic 
rights in Yugoslavia were sought 
in case of war: nevertheless the 
status of the neutrality of the 
Balkan kingdom, as a neighbor or 
govern-1 the Anglo-French allies, Rumania, 
I Turkey, and Greece, is likely to 
be canvassed. 
When Count Ciano 
returns to 
(Continued on Page Four) 


SOLONS 
MAY 
BE 
CALLED 
IN CASE 
OF 
WAR 
CRISIS 
Other girls, in the contest were 
Joan Downing, Wayne township; 
Marjorie Hill, * Scioto 
township; 
Common Pleas court requiring the I Martha Downs, Darby township; 
board to repair a bridge damaged I Fern Richard and Mary Catherine 
by the flash flood on July*4. 
Bowman, 
Washington 
township; 
The action was filed by Floyd E. J Beatrice Ribby, Ashville; Garnet 
OU, Muriel G. Ott, Cecil R. Elliott,; McClurg, Harrison township, and I 
CLEVELAND, Aug. ll — Shot 
R. Z. McCoy and E. A. MdCoy, who j Eleanor Smith, Williamsport. 
down by her estranged husband 
own property along what is known i 
Examinations were made by Dr. I outside of Cleveland’s public au- structed derby course, a concrete, 
p 
as “The Old 
Road", 
extending a . 
D. Blackburn, 
county health ditorium when she refused to ac- track 
1,173 feet long and 30 feet j U V V IN K R 
D r 
K L D u 
from Route 
22 
in Washington | commissioner. 
Dr. G. D. Phillips 
company him, Mrs. Mary Leehler, wide. 
The course has a grade of 
TX70 o a t * 
« r n 
28-year-old city hall telephone op -, about 
16 degrees at the top and d U Y j KALL 
L L U o 
erator, 
died 
from 
four 
bullet gradually levels off at the end.) A 
wounds today. 
Electric 
timers 
using an auto- 
A I B I R M l N C j H A IV l 
The husband, Carl L. Leehler, J matic 
camera, are at the finish I 
___ 
49, who reportedly 
had 
threat 


Each boy entered has piloted his L*u*t season the income was $12?,- 
smail machine through stiff dis- 000,000, while in 1939 it was $123,- 
trict competition to win the right OOO,OOO they reported. 
to come to Akron for the finals. I 
University 
experts 
said 
July 
The derby will be run in heats, farm prices in Ohio this year were 
with 
three 
boys 
competing 
in i the lowest since 1911. 
each heat, over the specially con-1 
o----—- 


township. 
: examined their teeth. 
The petition contends the road j 
__________ 0__________ 
is a public road and the bridge 
repairs should be made by the COUNTY W. P. A. 
county. 
Commissioners recently • 
BE 


I,or nl 
H ig h Thursday, 90. 
L ow Friday, 64. 
Forrrnftt 
I nereaslnjr 
clo u d in ess 
Friday; 
scattered 
sh o w e rs 
by 
n ig h t 
and 
on 
S atu rd ay; not m uch c h a n g e In 
tem p eratu re. 
T rm |»rraiurrs K lsew h ere 
A b ilene, T e x ...................... 
93 
68 
B oston, Mass. . . . . . . . . bl 
C hicago, 111.......................... 82 
59 
C leveland, Ohio ............ *2 
a# 
D enver, 
Colo. 
. . . . . . . 
72 
46 
D es Moines, Io w a . . . 
74 
62 
D u lu th , 
Mtnn................... 67 
51 
IjOs A n geles, Calif. . . . 83 
M ontgom ery, Ala. . 
. 96 
N ew Orleans, La. . . . . 
93 
75 
N ew York, NT. Y 
89 
P hoenix, Ari*................. 
102 
70 
San Antonio, Tex. . . . 96 
S eattle, XV a sh. .....................91 
59 
Bismarck, N. Dak. 
•> 
S3 


HILLSBORO, 
Aug. 
l l —With 
testimony completed, a jury of 12 refused to 
repair the bridge, con- PAYROLL TO 
men today was to weigh the fate tending the road has been main- 
of Frank Case, 49-year-old tenant tained as a 
private road. The com- REDUCED 
BY 
47 
farmer charged with the first de* J missioners are R. E. May, C. E. 
Wright and John Keller. 
Hearing on the application for 
Forty-seven persons will be dis- 
the writ of mandamus has been charged from W. P. A. in Pick- 
set for Thursday, Aug. 24. 
away county within the next few 
, ....... .. a .................... 
j days under the regulation requir- 


gree murder of his woman em­ 
ployer and his father-in-law'. 
Case pleaded guilty "by reason 
of insanity” to the fatal shooting 
of Mrs. Janie Richmond, owner of 
the farm he operated near Hills- n c . TU 
boro. 
The 
state 
charged 
that DEATH 
after 
killing 
the 
woman 
Case |-J EA D 
drove to nearby Sinking Springs 
and fatally wounded his wife’s 
father. 
, 
I 
AMSTERDAM, 
Testifying for the defense, Dr. J lands, Aug. l l - 


ened his wife several times since 
she filed suit for divorce in April, 
was in serious condition from in­ 
juries suffered in an auto crash 
that ended in police pursuit. 
Patrolman George 
W. 
Turek, 
chauffeur 
for 
Mayor Harold L. 
Burton, saw the shooting as he sat 
parked in front of the city hall 


J|n0 
- 
BIRMINGHAM. Ala , 
Aug. ll 
Fastest time ever made on the 
, 
... 
, . 
TV 
.. * . 
track 
was 
that 
of H erbert! 
^ " trollin g .nter.alt m 
tihe Bu­ 
nt,tench of St. Louie. 1936 winner. I mln*b»m dub of the Southern ,► 
Muon ch made the dl.t.nce in 28 2 “2 " “ 
? f 
^ 
? ' 
ell Crosley, Jr., owner of the Cin- 


OF 
DUTCH 


CAUSES 


ing dismissal of workers, with th e . and he captured Leehler after a 


seconds. 
The 
all 
American 
derby, 
in 
which 
entries 
from the United 
States 
and 
Canada compete, is 
limited to 120 boys. 
After the all 
American, the winner 
competes 
BANK exception of war veterans, who chase at 60 miles an hour through with the entrants from Australia 
CONCERN ! hdve been eniPloyed continuously heavy traffic 
I for 18 months. 
Police were told Leehler 
i 
D. H. Marcy, county relief di- 
The 
Nether-; rector, announced the figure Fri- 
Death of one ; day. 
He said 374 persons are eni- 
J. M, Whitmore, psychiatrist at j of the richest men in the world, ; ployed at present on W. P. A, in 
Fritz Mannheimer, 49, head of the ! Pickaway county. A few more dis* 
Lima state hospital for criminal 
insane, told the court the defend­ 
ant was sane but that he was a 
“borderline case.” 


DIPLOMA GRANTED 
Mrs. Leon Van Vliet, W. High 
street, 
received 
the 
degree 
of 
Bachelor of Music, Friday, from 
the 
Capitol 
College of Oratory 
ana Music, Columbus. 
Mrs. Van 
Vliet maintained 
a 
straight A 
average 
during 
her 
course. 


Bank 
of 
Amster* : missals may be made under the 
led 
indirectly to a new regulation, Mr. Marcy learn­ 
ed, but he did not believe there 
would be many. 


Mendelssohn 
dam, 
today 
wave of nervousness in Dutch fi­ 
nancial quarters. 
Presumably as a result of his 
death, the bank filed formal ap­ 
plication for permission to sus­ 
pend payments. 
Mannheimer, whose skillful ma* 


shot 
j his wife when she resisted his at- 
; tempts to force her into his auto 
as she left her job for the day. 
Officers said Leehler 
swallowed 
poison 
immediately 
after 
the 
shooting. 


OHIO FARMER GRAVE 
COLUMBUS, 
Aug. 
l l —Condi- 


and Panama. 
---------------o --------------- - 


FIVE 
WOMEN 
APPLY 
FOR 
POST 
AS 
EXECUTIONER 


OSSINING, N. Y., Aug. II 
Who said they were the weaker 
sex ? 
Five women, it was revealed to­ 
day by Sing Sing officials, have 


EKINS LEAVES ROME 
ROME, Aug. l l — H. R. Ekins, 
Rome 
correspondent 
of 
the 
nipulation of fluctuating moneys ; United Press expelled by the Ital- I of Mt. Carmel hospital in Colum- j chair, who is seriously ill. 
won him the title 
of “king of fly- j ian government, left the city to- j bus. 
Wilson 
was rushed to the 
The 
women 
applicants 
ing capital," died 
of a heart ail- I day for Paris, accompanied bv his hospital after 
he was run over by stand a chance, however, 


lion of R. J, Wilson, 50-year-old applied for the job as substitute 
Woodstock farmer who was struck executioner 
to 
replace 
Robert 
by a tractor, was described today J Elliott. New York’s veteran throw- 
as “not very good” by attendants er of the switch at the electric 


18-montlt j rnent at his home near Paris, 
j was born in Germany, 
He wife. 
The offices of the 
‘ Press remained padlocked. 
United a tractor 
j farm. 


don’t 
prison 
while working on his officials said, in the event Eiliott 
j fails to recover. 


HYDE PARK. N. Y., Aug. l l — 
• Only 
the 
reasonably 
certain 
threat of w ar in Europe or the 
F ar East will 
impel 
President 
Roosevelt to call a special session 
I of congress before 
January* he 
f said today, 
At his Hyde Park press confer­ 
ence the President scoffed at per­ 
sistent Washington reports he in­ 
tended to recall the congress that 
| jolted him so hard in the closing 
months. 
If such a special 
session call 
should come — provided only the 
actual crisis of war became immi­ 
nent abroad — Mr. Roosevelt said 
his only concern would be to in­ 
sure 
American 
neutrality along 
I the lines of international law. 
Reporters queried 
whether he 
j planned to drop 
his 
cash-and- 
j carry 
proposal. 
The 
President 
replied a lot of things could be 
done without congressional action 
j and repeated that his concern in 
event of war abroad would be to 
get the United States back to in­ 
ternational law — or simple repeal 
I of the arms embargo. 


j TWO THORNVILLE, 0., MEN 
(BUY DAVIDSON HARDWARE 


BENNY, ALLEN AT FAIR 
j 
A_ 
emen” 
mad, rHday 


COLUMBUS, Aug. l l — J‘tck jof the sale of the Davidson Hard* 
Benny and * red Allen will appear i 
at tile 89th annual ala:- fat. from j ware “tor‘ - E M l,n 
10 
Aug. 26 to Sept. I, 
agriculture Harpster 
and Lowell 
of 
department announced today, Be- Thornville, by Joseph Work, owner 
fore the r u 
for tickets started, of the store 
however, the department explained j 
The new owners took over tile 
that Benny and Al en, in thU case, business Friday 
were spotted Poland Chins junior 
They operate stores in Lu ness- 
boar hogs entered in livestock ex- ter, 
Thornville, 
Rushville, 
M t 


cinnati 
Reds 
of 
the 
National 
league, it was announced in Bir­ 
mingham. 
Sale price 
was announced a i 
$250,000. 
The sale, which had been ru­ 
mored for several days, was an­ 
nounced following 
a 
conference 
between Warren C. Giles, 
vice­ 
president and general manager of 
the Reds, and Ed Norton, presi­ 
dent and owner of the controlling 
interest of the Barons. 


hi bit. 
Vernon and Newark,. 
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PRESIDENT SAYS I It’s True 
By Wiley Padan 


HElLt 
SUPPORT 


LIBERAL CHOICE 


Roosev elt 
Sends 
Message 
To Young Democrats In 
Pittsburgh Confab 


MANY 
QUESTIONS 
HEARD 


McNutt’s 
Standing 
After 
Statement Concerns 
Washington 


^ ITS 


WEARS AS THE 
WIZARD, IDAS fODND 
TO RE ONE ONCE ,. 
OWNED gVL. 
^ 
FRANR BAUM , 
t 
AUTHOR O f ’TME ( 
i WIZARD o r 0 2 " ' . 
(UUDV g a r l a n d 
PRESEN TED IT TO 
M R BAUM’S WIDOW) 


dupy 
6A R LA N ^ 
R AS DOROTHy 


i p ERT 
t A H R v 
AsrriECOWARDLy 
LION. WORE A- 
SO POUND 
COSTUME 
MADE FROM 
lU iO REAL 
LION SKIN, 


Storage -Allowance On 
Resealed Com Boosted 


COLUMBUS, Aug. 11—An Increase in the storage allowance on 
resealed corn to seven cents per bushel v^ill give farmers further help 
in providing storage space for keeping com on their farms, according 
to Elmer F. Kruse, chairman of the state A. A. A. committee. 
The storage allowance, which applies to com resealed in either farm 
or elevator storage, has been Increased one cent per bushel, with the 
provision that the farmer or the elevator storing the corn carry 
insurance. 


As the reseallng program was originally announced, the storage 
allowance was six cents per bushel for both farm and warehouse 
storage. This rate was found 


AS THE 
SCARECROW.. , 
tTTQDK2HG>lÍ R9i 
DAI LY To 
PUT O N HI S 
MARE-UPÎ 


Tolb's 


, Metallic 
, “Silver in 
HI S DAI LY 
MARE *UP. 
I T WAS BURNI SHED I 
, . . N A M E 
Wmi A POLI SHER 
I S TERRY. SHE I S A CAI RN TC R R I ER . 


WASHINGTON, 
Aug. 
11 ~ 
President Roosevelt 
today 
had 
served notice on the Democratic 
party it must nominate a liberal 
New Deal ticket in 1940 or he 
"will take a walk.” 
His message to the Pittsburgh 
convention of young Democrats— 
announcing he \\ill not support a 
conservative Democrat for the 
' presidency next 
year — consti­ 
tuted an indirect but strong hint 
that he will not seek a third term 
in the White House. 
It marked 
the first time the President has 
publicly 
stated any part of his 
plans for 1940. 
The 
hint 
was repeated when 
Senator 
Claude 
Pepper, White 
\ House 
confidant 
and 
stauncn 
third term advocate, told the con­ 
vention 
“irrespective of a third 
term for the President 
himself, 
the Young Democrats of America 
• demand a third term for Roose­ 
velt’s ideas.” This was a distinct 
retreat 
for 
the 
Florida 
New 
Dealer, who has been demanding 
another term for the President. 
S|^> eculation Routed 
The double hint provoked im­ 
mediate speculation on the Presi­ 
dent’s 
classification 
of Demo­ 
cratic 
potentialities — whether 
they fall into the liberal class or 
the 
banned 
conservative 
class. 
Washington politicos are divided | 
The deadline for 
candidates to | 
NEW ORLEANS. * ug. 11 — A 


“ m in /a'fh o t at® VM« pTeaidwT ' 
f^rce roar- 
John Nance Garner, along with 
the Harrisons, 
Clarks and Tyd- 
Ings of his party. One group con­ 
tended the President was turning 
“thumbs down” 
on 
Garner, 
a 
“conservative” 
who 
is 
leading 
Democratic 
presidential polls all 
over the nation. 
Another group, Including some 
close friends of the President, as­ 
serted he has never “black-listed” 
Garner, 
even 
though 
the 
vice. 
Indications the expense accounts direction would pass a short dis­ 
will be largely the filing fees. With tance north of 
Nassau, reaching 
only two contests în the city, both Florida by mid-afternoon, 
for council positions, 
candidates 
All vessels were warned against 
spent no campaign funds. 
high tides 
id heavy gales. 


TT’S TRUE! that the largest number of midgets ever gathered to­ 
gether anywhere in the world, were assenibled to play Munchkins 
in HI-G-.M’s ‘The Wizard of Oz’. 
Slxty-two shades of all possible 
colors were used in the large Munchkin Village set. 
The screen 
version of L. Frank Baum’s famous story will be made In Tech­ 
nicolor . . . Tllenyn l^e Roy. producer. Is planning to send the entire 
t illage set to the New York World’s Fair following completion of 
the picture. 


SEPT. 
8 
LISTED TROPICAL STORM 
AS 
FINAL 
DAY MOVING TOWARD 
FOR P E T I T I O N SI FLORIDA 
COAST 


president has opposed his govern- 
me^it spending plßJif. This group 
contended 
the 
iifctement 
w-as 
aim«d at the Harrisons. 
Clarks, 
Tydlngs and at Security Admini­ 
strator Paul V. McNutt. 
Listing 
of 
McNutt, 
by 
this 
group, in the banned class follows 
the International 
New's 
Service 
revelation that the White House 
“palace 
guard” is considering a 
movement to keep 
the 
security 
administrator from 
winning the 
nomination if the President does 
no run. 
The Anti-McNutt move 
appears to indicate the “palace 
guards” 
either 
are 
uncertain 
whether the President will run or 
that they have secret information 
he docs not now desire to run. 
The President's 
true 
attitude 
toward McNutt is a mystery even 
to many of his closest associates. 
Most of the “Insiders” believe he 
will 
never 
support 
McNutt — 
others are not so certain. 
Wheeler Hinted 
A formidable "dark horse,” in 
xlew' of the president’s statement, 
seems to be Senator 
Burton 
K. 
Wheeler, of Montana, now back in 
Mr. Roosevelt’s good graces fol­ 
lowing their break on the 
su­ 
preme court bill. There is a deep 
under-cover current for Wheeler, 
arising in the West and spread­ 
ing eastward. 
He is an old-time 
liberal, having run on the late 
Robert 
M. 
LaFollette’s 
liberal 
ticket in the 1924 campaign. 
-----------~ o------------ - 


In Boston it is against the law 
to build a skyscraper. 


trustees, clerks, school board mem­ 
bers, justices of 
ace, constables 
and all village offices is Sept. 8. 
LawTence Johnson, 
clerk of the 
board, said some petitions have 
been obtained by persons planning 
to file for these positions but very 
few have been returned. 
Candidates in the primary elec­ 
tion Tuesday have until Aug. 18 
to file their 


ed in the vicinity f Nassau in the 
Bahamas 
today, 
moving 
w'est 
northwestward at 12 to 14 miles 
an 
hour 
t( -/ard 
the southeast 
Florida coast. 
An advisory 
bulletin 
from the 
weather bureau said the storm was 
attended by w'inds of from 40 to 
50 miles an hour near its center. 


in­ 
adequate for some warehousemen 
who are required by state laws to 
Xurnish 
insured 
warehouse 
re­ 
ceipts. 
Consequently, the storage 
rate was raised to seven cents per 
bushel for both farm and ware­ 
house storage. 
AH warehousemen 
are required to furnish warehouse 
receipts Insured with commercial 
companies in the customary man­ 
ner. 
A new “self-insurance” plan will 
be provided for farmers who reseal 
their com under the loan exten­ 
sion program. 
Under this plan, 
the insurance will cost only one- 
fifth of a cent per bushel. 
The 
plan will relieve the farmers of the 
necessity of obtaining an insur­ 
ance certificate and also repres­ 
ents a substantial saving. 
Farmers who wish to build ad­ 
ditional storage space on 
their 
farms may obtain tbe seven-cent 
storage allowance in the form of 
an advance. 
Otherwise, the al­ 
lowance will be paid to farmers at 
the end of the loan period if they 
deliver the corn to the Commodity 
Credit Corporation. If the price of 
corn is higher than the loan rate, 
plus carrying and storage charges, 
and farmers redeem their loans, 
they will not receive the storage 
allowance, but in effect will re­ 
ceive it in the higher value of 
their com. 


On The Air 


POLICE PREVENT WOMAN’S 
ATTEMPT 
TO 
TAKE 
LIFE 


pen.se accounts with 
the board of elections. 
From all 
Lhat if it did not change its 


ELGIN, 111., Aug. 11—A carefully 
dreased woman of about 25 who 
was pulled out of the Fox river 
at Elgin when she tried to drown 
herself told police tod 
she had 
no idea who she was or v/hy she 
might have v^ished to commit sui­ 
cide. 
The woman 
talked 
at 
length 
with physicians and detectives who 
tried to draw out by conversation 
some clue that mi~ ’it lead to her 
identity. 
She seemed to have a 
talking knowledge of several cities, 
including New York, New Orleans. 
Tampa, Fla., and Mexico City. 


FRIDAY 
6:00 Fred Waring, WGY. 
6:15 Parker Family. 
Dramatic 
sketch starring Leon Janney, 
WBNS. 
7:30 Johnny Green's orchestra, 
WLW. 
7:30 
Symphony 
Orchestra. 
Eric 
Delmarter, 
conductor, 
WOR. 
8 :00 Frank Munn, tenor; Man­ 
hattan Chorus; Abe Lyman’s 
orchestra, WTAM. 
8 :00 Ninety-Nine 
Men 
arid a 
Girl; 
Raymond 
Paige 
and 
Guest Vocalist, WBNS. 
8 :00 Plantation Party; Variety 
Program. 
Whitey 
Ford, 
M. C.; Louise Massey and the 
Westerners; Tom. 
Dick and 
Harry, WLW. 
8 :30 Robin Hood Dell Concert. 
Hans W. Steinberg, 
conduc­ 
tor, KDKA. 
8 :30 
First 
Nighter; 
Drama. 
Tonight’s play, “The Prodigal 
Son,” the story about a boy 
who gets into bad company, 
was written by Addison Sim­ 
mons, WBNS. 
8 :30 Death Valley Days. WLW. 
9:00 
Grand 
Central 
Station, 
WHIG, 
9:00 Guy Lombardo’s 
Orches­ 
tra, WTAM. 
9:30 Robert L. Ripley’s Believe 
It or Not. 
Linda Lee, vocal­ 
ist; B. A. Rolfe’s orchestra, 
WHIG. 


fessor” 
Tommy Mack; Tom, 
Dick 
and 
Harry; 
Bob 
Strong’s orchestra, WLW. 
8 :00 Hit Parade. 
Lanny Ross, 
tenor; Kay Lorraine; 
Merry 
Macs; 
Mark 
Warnow’s or­ 
chestra, WBNS. 
8 :00 
National 
Bara 
Dance, 
WLW. 
8 :00 
Parks 
Johnson; 
Wally 
Butterworth ; 
Graham 
Mc- 
Namee, WTAM. 
8 :30 Arch Oboler'a Plays. 
8 :45 Saturday Night Serenade, 
Mary Eastman, soprano; Bill 
Perry, 
tenor; 
Gus 
Haen- 
schen’s orchestra, WBNS, 
9:00 Benny Goodman’s orches­ 
tra, WLW. 


TONY MARTIN 
Tony 
Martin, 
singing star of 
movies and radio baritone, will be 
master-of-ceremonies and soloist 
with Andre Kostelanetz and his 
45-piece 
orchestra, Kay Thomp­ 
son and 
her Rhythm 
Singers, 
when “Tune-Up Time” returns to 
the airwaves Monday evening at 
7 over the nationwide network of 
the Columbia Broadcasting Com­ 
pany. 
Busy 
Conductor 
Kostelanetz 
resumes 
his 
“Tune-Up 
Time” 
broadcasts after six weeks of a 
record-breaking 
tour 
with 
his 
famous wife, Lily Pons, in which 
the popular couple broke all con­ 
cert attendance figures in Phila­ 
delphia, New York, Chicago, Mil­ 
waukee and Hollywood. 
A young West Coast tenor, 
whom 
Kostelanetz 
considers 
a 
real 
musical find 
is returning 
from Tollywood with the maestro 
for his first chance on a network 
program in “Tune-Up Time.” 


CALLING CORN GROWERS! 
Champion tall com growers of 
Ohio and Kentucky w'lll be hon* 
ored at their 
respective 
State 
Fairs on August 26 and Septem­ 
ber 9, in a contest conducted by 
the 
WLW 
Agricultural Depart­ 
ment in connection with appear- 


SATURDAY 
2:00 Promenade 
Concert from 
London. WHKC. 
4:00 National Music Camp. The 
National High School Band, 
from 
the 
National 
Music 
Camp at Interlochen, Michi­ 
gan, WTAM. 
6:00 
Americans 
at 
Drama and Interviews, 
makers” will be the subject 
of today’s dramatizations and 
interviews, WBNS. 
7:30 
Red 
Skelton, comedian: 
Curt Massey, baritone; "Pro- 


Work; 
“Shoe- 


NORGE 
REFRIGERATOR 


^ 1 4 9 . 9 5 
A large 6 ft. family size 
with 
plenty 
of 
shelf 
space, and five pieces 
of 
refrigerator 
oven- 
ware . . FREE! 


“SEE THE NORGE 
BEFORE YOU BUY” 


CARL F. SEITZ 
134 W. MAIN ST. 


ances of the “Boone County Jam ­ 
boree.” 
The farmer who grew the tall­ 
est stalk of corn delivered to the 
Ohio State Fair will be awarded 
a handsome loving cup by Gover­ 
nor John W. Brlcker, Saturday, 
August 26, and will receive $15 in 
cash. 
Second and third prizes of 
$10 and $5, along with 12 extra 
awards of $1 each, will also be 
given during the opening 
rdght 
performance of the 
“Jamboree” 
at the fair grounds in Columbus. 
Governor 
A. 
B. 
“Happy” 
Chandler 
will 
makes a similar 
award at the “prevue” night per­ 
formance of the 
“Jamboree” at 
the Kentucky State Fair In Louis­ 
ville, Saturday, September 9, the 
night preceding the official open­ 
ing of the fair. 
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is 
one of the most-in-demand i/* 
writers of magazine stories. 
A 
recent sale was to Cosmopolitan. 
Because of his record of intro­ 
ducing so many hit tunes, Mae­ 
stro 
Frankie 
Masters has been 
asked by a leading music 
pub­ 
lisher to serve as a song selector 
in his spare time, 
at 
a 
neat 
weekly fee. 


The actors on “Pepper Young's 
Family” have been 
together so 
long that they work probably 
faster 
than 
moat 
casts 
when 
doing rehearsals of the series. 


MISCHA‘8 SISTER 
Mischa 
Levitsky, 
the 
famed 
concert pianist, will make his 
first radio appearance with hia 
sister, 
Sandra 
Levitsky, also a 
concert pianist, in the Music Hall 
on Thursday 
night, 
August 24 
Bing 
Crosby 
arranged the Le­ 
vitsky premier several 
months 
ago. 


RADIO NOTES 
Edith Melser, author of “Life 
and Love of Dr. Susan,” is one 
of the three highest-paid 
script 
writers in radio and, in addition, 


Frank Black may write the en­ 
tire score for a new musical pic­ 
ture if his radio work doesn’t con­ 
flict. 
He has had numerous Hol­ 
lywood offers. 


FOR SATURDAY 
Wilson Bros. 
Regular 25c, Summer 


S O C K S 


2 
1 
9 
* 


I. W. KINSEY 
135 N. COURT ST. 


AU. 


i 


• • CONTINUOUS SHOWS DAILY . . OPEN FROM 1:30 T IL MIDNITE 
3 HYSTERICAL 


• • 
TONIGHT on the STAGE! 


MOTORCYCLE RIDERS 
Gypsy Tour—Racing—Stunts—-Events 
GOLD CLIFF PARK 
4 .Miles South of Circleville—Rt. 23 
SUNDAY, AUGUST 13th 
ALSO-------- 
AIRPLANE RIDES and STUNTS 


DAYS STARTING 
SUNDAY 


I 
I 


C I R C L E v i l l e . OHIO 


TODAY AND SATURDAY 
2 OUTSTANDING HITS! 


-H IT NO. 
NO. 3 « 


5IARIE WILSON 
DENNIS MORGAN 


“Waterfront” 


“Western 
Trails” 
with BOB BAKER 


12 ALL 
NEW AC’TS 


25 PEOPLE 
ON THE 
STAGE 
R n o i o 
ROUNDUP 


A GALA 
STAGE 
SHOW or 
5I1RTH 
AND 
MUSIC 


[ ON THE SCREEN TONIGHT AND SATURDAY 


Hey K id s!! 
Kiddie Hour Sat. 12:30. A Free Bag 
of Popcorn . . An Hour of Cartoons, Comedies 
and Serial— Then Stay for Regular Show— 10c 
i AUEN 
WAMn 
WMI AM 


SOUTHWAKD 
HO! 
ROY RÖOERS 


FREE ADMISSION TO 5IOTOR E \’EN TS 
j 
j 
SKATING— SWIMMING— MORNING— AFTER. 
Í 
I i 
NOON AND EVENING 
TRAPSHOOT IN THE AFTERNOON 


We Guaranty a Complete Afternoon of Entertainment 


Everybody Welcome^------ 


C IR C LE 
lOc— ALW AYS — 15c 
DOUBLE FEATURES 


PLANT DPEN 
(This Month’s Hours) 
5IoD.-Tues.-Wed.-Thur8 .-Frt 
6:30 a. m. to 11 p. m. 
Sat.-—6:30 a. tn. to 12 p. m. 
Sun.—7 a. m. to 9 p. m. 
CIRCLEVILLE 
ICE CO. 
ISLAND ROAD 


MARVEL 
BATTERIES 


TODAY — 2 BIG FEATURES! 
TOM TYLER 
‘‘Crashing Through 
uDirxr-rte"“ 
Danger’^ 
RIDERS of the PLAINS” Action — Danger — Thrills! 


ADDED JO Y S — W ALT DISNEY CARTOON 
■‘FARMYARD 
SYMPHONY” 
CHAPT. 5 — “ DAREDEVILS of the RED CIRCLE” 


SUNDAY — 2 BIG FEATURES 


6 months 5 
* » 
. » S I 
guarantee 
2 


lURNiÈfrî 


FEATURE NO. 2 


♦ 
Gordon's 


MAIN & SCIOTO STS. 
JOE E. BROWN 


é í 


. IN HIS FUNNIEST PICTURE 
WHEN’S YOUR 
BIRTHDAY” 


. . IT'S THE PICTURE YOU’VE HEARD ABOUT 
THE SENSATIONAL COMEDY OF THE YEAR! 
¡JIVhose Baby Are You, Anyway! 
"They lay you're hers, and they say 
w you're m ine-and we both deny Itl" 
GINGER ROGERS 


SUNDAT. MON. -TUES. 


CONTINUOUS 
SUNDAY 
1:30 
’TIL 
10 P. M. 


DAVnÍNIVEN 


lo v e a s e v e r y w o m a w j* 


THRILLING. 
...FRANK... 
With AU ITS 
ECSTACY... 
AND AU ITS 
DESPAIR! 


ài. 
I RENE DUNNE 
WlacMURR^ 


ítÁ 
CHARLES COBURN 
FRANK ALBERTSON 
E. E. CLIVE 
• 
Something NEW on the scroon...A ttory you’ll 
• • • ^“1* 
FU N, crammtfi with 
ROMANCE, throbbing with UFE!...Gingtr as the 
glamorous shopgirl “ mother” of a doorstep 
foundling-wooed by Playboy David, chased by 
Frank...torn twixt loyalty, love and a 


YOUn H EA R T LAU G H A T 


IT A L L t . . . IT’S A SEN SATIO N! 


PLUS 
MERRIE MELODY CARTOON 
-ORCHESTRA 


iKADiOl 
Ipfefürel 


-LATE NEWS 


ALSO 
POPETE 
CARTOON 


CRIME DOES 
NOT PAY 


LATEST 
NEWS 


wHh 
Charlie RUGGLES 
Billy COOK 
William COLLIER. Sr. 


A 
Girl 
Who 
Was 
Raised to Be a Lady 
Battles a Boy Raised 
to Be a Man! 
m 
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PRESIDENT SAYS 
HEIL SUPPORT 
LIBERAL CHOICE 


Roosevelt 
Sends 
Message 
To Young Democrats In 
Pittsburgh Confab 


MANY 
QUESTIONS 
HEARD 


McNutt's 
Standing 
After 
Statement Concerns 
Washington 


It's T r u e . 
.By W iley Padan 
ITS 


fic&ots " TUE OLD 
^ 
at F R A N K . 
MORGAN 
WEARS AS THE 
f 
\ 
WIZARD, (JOAS FOUND/'! 
TO BE ONE ONCE , iii 
OWNED BYL 
FRANK, BAUM , 
4V 
AUTHOR Of "THE <«(A 
WIZARD Of 02" ‘ Ml 
(JUDY GARLAND 
PRESENTED IT TO 
M R BAUM'S WIDOW) 


^dui?y 
GARLAND 
S AS DOROTHY 
I Ut, M6Ms "7&. 


WASHINGTON, 
Aug. 
ll — 
President 
Roosevelt 
today 
had 
served notice on the Democratic 
party it m ust nominate a liberal 
New Deal ticket in 1940 or he 
•‘will take a walk." 
His message to the Pittsburgh 
convention of young Democrats— 
announcing he will not support a 
conservative 
Democrat 
for 
the 
presidency 
next 
year — consti­ 
tuted an indirect but strong hint 
that he will not seek a third term 
in the White House. 
It marked 
the first time the President has 
publicly 
stated any part of his 
plans for 1940. 
The 
hint 
was repeated when 
Senator 
Claude 
Pepper, White 
House 
confidant 
and 
stauncn 
third term advocate, told the con­ 
vention 
“irrespective of a third 
term for the President 
himself, 
the Young Democrats of America 
demand a third term for Roose­ 
velt’s ideas.” 
This was a distinct 
retreat 
for 
the 
Florida 
New 
Dealer, who has been demanding 
another term for the President. 
Speculation Rouged 
The double hint provoked im- j 
mediate speculation on the P resi-1 
dent’s 
classification 
of 
Demo­ 
cratic 
potentialities — whether \ 
they fall into the liberal class or | 
the 
banned 
conservative 
class. I 
W ashington politicos are divided | 
as to whether the President was 
aiming a shot at Vice President 
John Nance Garner, along with I 
the Harrisons, 
Clarks and Tyd * 
ings of his party. One group con-1 
tended the President was turning 
“thumbs 
down” 
on 
Garner, 
a 
“conservative” 
who 
is 
leading 
Democratic 
presidential polls all 
over the nation. 
Another group, including some 
close friends of the President, as­ 
serted he has never “black-listed” 
Garner, 
even 
though 
the 
vice 
president has opposed his govern­ 
ment spending plans. 
This group 
contended 
the 
Statem ent 
was 
aimed at the Harrisons, 
Clarks, 
Tydings and at Security Admini­ 
strator Paul V. McNutt. 
Listing 
of 
McNutt, 
by 
this 
group, in the banned class follows 
the International 
News 
Service 
revelation that the White House 
“palace 
guard” is considering a 
movement to keep 
the 
security 
adm inistrator from 
winning the 
nomination if the President does 
no run. 
The Anti-M cNutt move 
appears to indicate the “palace 
guards" 
either 
are 
uncertain 
whether the President will run or 
that they have secret information 
he does not now desire to run. 
The President's 
true 
attitude 
toward M cNutt is a m ystery even 
to many of his closest associates. 
Most of the “insiders” believe he 
will 
never 
support 
McNutt — 
others are not so certain. 
Wheeler Hinted 
A formidable “dark horse,” in 
view of the president’s statem ent, 
seems to be Senator 
Burton 
K. 
Wheeler, of Montana, now back in 
Mr. Roosevelt’s good graces fol­ 
lowing their break on the 
su­ 
preme court bill. 
There is a deep 
under-cover current for Wheeler, 
arising in the West and spread­ 
ing eastw ard. 
He is an old-time 
liberal, having run on the late 
Robert 
M. 
LaFollette’s 
liberal 
ticket in the 1924 campaign. 


In Boston it is against the law 
to build a skyscraper. 


b , WIZARD Of Vt 
f / J / ' l vv\, o z * 


. BERT 
L 
AUK 
AS WE COWARDLY 
LION. WORE A 
SO POUND 
COSTUME 
MADE FROM 
TOJO REAL 
LION skin; 


. AS THE TIN 
^GODMAN y 
^ 
I WORE SOiy 
' f WORTH OF 
POWDERED 
^ O T O ^ 
\ \ y 
SILVER IN 
HIS DAILY 
MAKE-UP. 
IT VYAS BURNISHED 


REAl NAME 
IS TERRY. SHE IS A CAIRN TCRRlEft. 


F 
RAY 
BOLGER; 
AS THE ' ' f i 
SCARECROW ' 
ITTGDK2HQU& 
DAILY TO 
PUT ON HIS 
MAAE-UP! 
TT’S TRUE! that the largest number of midgets ever gathered to- 
gether anywhere in the world, were assembled to play Munehkins 
In M-G-M’s ‘The Wizard of Oz*. 
Sixty-two shades of all possible 
colors were used in the large Munchkin Village set. 
The screen 
version of L. Frank Baum’s famous story will be made in Tech­ 
nicolor . . . Mervyn Le Roy, producer, is planning to send the entire 
Village set to the Newf York World’s Fair following completion of 
the picture. 


j A C t y ^ 
HAi&y 


SEPT. 
8 
LISTED TROPICAL STORM 
AS 
FINAL 
DAY MOVING TOWARD 
FOR P E T I T I O N S FLORIDA 
COAST 


Storage Allowance On 
Resealed Com Boosted 


The deadline for 
candidates to 
file for the positions of township 
trustees, clerks, school board mem­ 
bers, justices of 
ace, constables 
and all village offices is Sept. 8. 
Lawrence Johnson, 
clerk of the 
board, said some petitions have 
been obtained by persons planning 
to file for these positions but very 
few have been returned. 
Candidates in the prim ary elec­ 
tion Tuesday have until Aug. IS 
to file their 
pense accounts with 
the board of elections. 
From all 
indications the expense accounts 
will be largely the filing fees. W ith 
only two contests tn the city, both 
for council positions, 
candidates 
spent no campaign funds. 


I 


NEW ORLEANS, * ug. ll — A 


j tropical storm of gale f*>rce roar­ 
ed in the vicinity c Nassau in the 
Ij Bahamas 
today, 
moving 
west 


J northwestward at 12 to 14 miles 
j an 
hour 
tc -ard 
the 
southeast 
; Florida coast. 
An advisory 
bulletin 
from the 
weather bureau said the storm was 
attended by winds of from 40 to 
50 miles an hour near its center, 
; and that if it did not change its 
: direction would pass a short dia- 
I tance north of 
Nassau, reaching 
Florida by mid-afternoon. 
! 
All vessels were warned against 
high tides 
id heavy gales. 


I 


MOTORCYCLE RIDERS 
Gypsy Tour—Racing—Stunts— Events 
GOLD CLIFF PARK 


4 Miles South of Circleville—Rt. 23 
SUNDAY, AUGUST 13th 


AIRPLANE RIDES and STUNTS 


FREE ADMISSION TO MOTOR EVENTS 


SKATING— SW IM M ING— M ORNING— AFTER- 
NOON AND EVENING 
TRAPSHOOT IN THE AFTERNOON 


We (Guarantee a Complete Afternoon of Entertainm ent 


Everybody W elcom e------- 


C IR C L E 
10c— A LW AYS — I Sc 
DOUBLE FEATURES 


PLANT OPEN 
(This Month’s Hours) 
Mon.- I'ues.- Weci.-Tburs.-Frl. 
6:30 a. rn. to l l p. m. 
feat.— -6:30 a. rn. to 12 p. tu, 
Sun.— 7 a. rn. to 9 p. rn. 
CIRCLEVILLE 
ICE CO. 
ISLAND ROAD 


MARVEL 
BATTERIES 


6 months $ 
^ 
. 9 
5 
guarantee * 
up 


♦ 
Gordon's 


MAIN & SCIOTO STS. 


TODAY — 2 BIG FEATURES! 
TOM TYLER 
“Crashing Through 


— i n — 
Danger” 
“ RIDERS of th e PLAINS” ! Action — Danger — Thrills! 


ADDED JOYS — W ALT DISNEY CARTOON 
“FARM YARD 
SYM PH O NY ” 
CHAPT. 5 — “DAREDEVILS of the RED CIRCLE” 


SUNDAY — 2 BIG FEATURES 


— 
H N ^uT R y 


u 
i n 
t u 
i t 


rn 
-J *SMILEK BURNETTE ' 


FEATURE NO. 2 
JOE E. BROWN 


41 


IN HIS FUNNIEST PICTURE 
WHEN’S YOUR 
BIRTHDAY” 


COLUMBUS, Aug. l l —An increase in the storage allowance on 
resealed corn to seven cents per bushel will give farm ers further help 
in providing storage space for keeping corn on their farms, according 
to Elmer F. Kruse, chairm an of the state A. A. A. committee. 
The storage allowance, which applies to corn resealed in either farm 
or elevator storage, has been increased one cent per bushel, with the 
provision that the farm er or the elevator storing the corn carry 
insurance. 


As the resealing program was originally announced, the storage 
allowance w'as six cents per bushel for both farm and warehouse 
storage. This rate was found in- { --------------------------------------- 
$> 
adequate for some warehousemen 
! 
P T S I 
A • 
who are required by state laws to \ 
I t ! 
I 
furnish 
insured 
warehouse 
re- 
x 
ceipts. 
Consequently, the storage ; ^—------- — ---------------------- —— 
rate was raised to seven cents per 
bushel for both farm and w are­ 
house storage. 
All warehousemen 
are required to furnish warehouse 
receipts insured with commercial 
companies in the custom ary man­ 
ner. 
\ 
A new “self-insurance” plan will 
be provided for farm ers who reseal 
their com under the loan exten­ 
sion program. 
Under tills plan, 
the insurance will cost only one- 
fifth of a cent per bushel. 
The 
plan will relieve the farm ers of the 
necessity of obtaining an insur­ 
ance certificate and also repres­ 
ents a substantial saving. 
Farm ers who wish to build ad­ 
ditional storage space on 
their 
farm s may obtain the seven-cent 
storage allowance in the form of 
an advance. 
Otherwise, the al­ 
lowance will be paid to farm ers at j 
the end of the loan period if they j 
deliver the corn to the Commodity ! 
Credit Corporation. If the price of 
corn is higher than the loan rate, 
plus carrying and storage charges, 
and farm ers redeem their loans, 
they will not receive the storage 
allowance, but in effect will re­ 
ceive it in the higher value of 
their com. 
--------------- o---------------- 


POLICE PREVENT WOMAN’S 
ATTEMPT 
TO 
TAKE 
LIFE 


ELGIN, 111., Aug. l l —A carefully 
dressed woman of about 25 wfho 
was pulled out of the Fox river 
at Elgin when she tried to drown 
herself told police tod 
she had 
no idea who she was or why she 
m ight have wished to commit sui­ 
cide. 
The woman 
talked 
at 
length 
with physicians and detectives who 
tried to draw out by conversation 
some clue that mi~’it lead to her 
identity. 
She seemed to have a 
talking knowledge of several cities, 
including New York. New Orleans, 
Tampa, Fla., and Mexico City. 


FRIDAY 
6:00 Fred W aring. WGY. 
6:15 Parker Family. 
D ram atic 
sketch starring Leon Janney, 
WBNS. 
7:30 Johnny Green’s 
orchestra, 
WLW. 
7:20 
Symphony 
Orchestra. 
Erie 
Delmarter, 
conductor, 
WOR. 
8:00 Frank Munn, tenor; M an­ 
hattan Chorus; Abe Lym an’s 
orchestra, WTAM. 
8:00 Ninety-Nine 
Men 
and a 
Girl; 
Raymond 
Paige 
and 
Guest Vocalist, WBNS. 
8:00 Plantation Party; Variety 
Program. 
Whitey 
Ford, 
M. C.; Louise Massey and the 
W esterners; Tom. 
Dick and 
Harry, WLW. 
8:30 Robin Hood Dell Concert. 
Hans W. Steinberg, 
conduc­ 
tor, KDKA. 
8:30 
F irst 
Nighter; 
Drama. 
Tonight’s play, “The Prodigal 
Son,” the story about a boy 
who gets into bad company, 
was w ritten by Addison Sim ­ 
mons. WBNS. 
8:30 Death Valley Days. WLW. 
9:00 
Grand 
Central 
Station, 
WHIO. 
9:00 Guy Lombardo’s 
Orches­ 
tra, WTAM, 
9:30 Robert L. Ripley's Believe 
It or Not. 
Linda Lee, vocal­ 
ist; B. A. Rolfe’s orchestra, 
WHIO. 


fessor” 
Tommy Mack; Tom, 
Dick 
and 
H arry; 
Bob 
Strong’s orchestra, WLW. 
8:00 Hit Parade. 
Lanny Ross, 
tenor: Kay Lorraine; 
Merry 
Macs; 
Mark 
W amow’s or­ 
chestra, WBNS. 
8:00 
National B am 
Dance, 
WLW. 
8:00 
Parks 
Johnson; 
Wally 
Butterw orth; 
Graham 
Mc- 
Namee, WTAM. 
8:30 Arch Oboler’s Plays. 
8:45 Saturday Night Serenade. 
Mary Eastm an, soprano; Bill 
Perry, 
tenor; 
Gus 
Haen- 
schen’s orchestra, WBNS. 
9:00 Benny Goodman’s orches­ 
tra. WLW. 


SATURDAY 
2:00 Promenade 
Concert from 
London, WHKC. 
4:00 National Music Camp. The 
National High School Band, 
from 
the 
National 
Music 
Camp at Interlochen, Michi­ 
gan, WTAM. 
6:00 
Americans 
at 
Drama and Interviews, 
m akers” will be the subject 
of today’s dram atizations and 
interviews, WBNS. 
7:30 
Red 
Skelton, comedian; 
Curt Massey, baritone; “Pro- 


TONY MARTIN 
Tony 
Martin, 
singing star of 
movies and radio baritone, will be 
m aster-of-ceremonies and soloist 
with Andre Kostelanetz and his 
45-piece 
orchestra, Kay Thomp­ 
son 
and 
her 
Rhythm 
Singers, 
when “Tune-Up Time” returns to 
the airwaves Monday evening a t 
7 over the nationwide network of 
the Columbia Broadcasting Com­ 
pany. 
Busy 
Conductor 
Kostelanetz 
resumes 
his 
“Tune-Up 
Time” 
broadcasts after six weeks of a 
record-breaking 
tour 
with 
his 
famous wife. Lily Pons, in which 
the popular couple broke all con­ 
cert attendance figures in Phila­ 
delphia, New York, Chicago, Mil­ 
waukee and Hollywood. 
A 
young 
West 
Coast 
tenor, 
whom 
Kostelanetz 
considers 
a 
real 
musical 
find 
is 
returning 
from Tollywood with the m aestro 
for his first chance on a network 
program in “Tune-Up Time.” 


CALLING CORN GROWERS! 
Champion tall corn growers of 
Ohio and Kentucky will be hon! 
ored at their 
respective 
State 
Fairs on August 26 and Septem­ 
ber 9, in a contest conducted by 
the 
WLW 
Agricultural D epart­ 
m ent in connection with appear- 


W ork; 
“Shoe- 


NORGE 
REFRIGERATOR 
149.95 
For 
Only 
$ 


A large 6 ft. fam ily size 
with 
plenty 
of 
shelf 
space, and five pieces 
of 
refrigerator 
oven­ 
ware . • FREE! 


“SEE THE NORGE 
BEFORE YOU BUY” 
CARL F. SEITZ 
134 W . MAIN ST. 
J 


• • CONTINUOUS SHOWS D A I L Y . . OPEN FROM 1:30 T IL MIDNITE 
3 HYSTERICAL 
DAYS STARTING 
SUNDAY 


C l R C L E V I L L E , OHIO 


TO D A Y A N D SA T U R D A Y 
2 O UTSTANDING HITS! 


.HIT NO. I, 
.HIT NO. 2. 


MARIE WILSON 
DENNIS MORGAN 


“Waterfront” 


“Western 
Trails” 
with BOB BAKER 


Hey K ids!! 
Kiddie Hour Sat. 12:30. 
A Free Bag! 
of Popcorn . . An Hour of Cartoons, Comedies 
and Serial— Then Stay for Regular Show— 10c I 


. . IT’S THE PICTURE YOU’VE HEARD ABOUT 
THE SENSATIONAL COMEDY OF THE YEAR! 


pilose Baby Are You, Anyway! 


I N * 


“They say you're hers, and they say 
you're m ine — and we both deny it!" 
GINGER ROGERS 
DAVID NIVEN 


<At , 


U t 


r n 


rn(th 
CHARLES COBURN 
FRANK ALBERTSON 
E. E. CLIVE 


• 
Something NEW on the screen...A story you’ll 
Hlv^ r. outgU0Mj • • • 
PW N, crammed with 
ROMANCE, throbbing with LIFE!...Ginger as tho 
glamorous shopgirl “mother” of a doorstop 
foundling-wooed by Playboy David, chased by 


onces of the “Boone County Jam ­ 
boree.” 
The farm er who grew the tall­ 
est stalk of corn delivered to the 
Ohio State Fair will be awarded 
a handsome loving cup by Gover­ 
nor John W. Bricker, Saturday, 
August 26, and will receive $15 in 
cash. 
Second and third prizes of 
$10 and $5, along with 12 extra 
awards of $1 each, will also be 
given during the opening 
night 
performance of the 
“Jam boree” 
at the fair grounds in Columbus. 
Governor 
A. 
B. 
“Happy” 
Chandler 
will 
make a similar 
award at the “prevue” night per­ 
formance of the 
“Jam boree” at 
the Kentucky State Fair in Louis­ 
ville, Saturday, September 9, the 
night preceding the official open­ 
ing of the fair. 


MISCH A’S SISTER 
Mischa 
Levitsky, 
the 
famed 
concert pianist, 
will 
make 
his 
first radio appearance with his 
sister, 
Sandra 
Levitsky, also a 
concert pianist, in the Music Hall 
on Thursday 
night, 
August 24 
Bing 
Crosby 
arranged the Le­ 
vitsky 
premier 
several 
months 
ago. 


RADIO NOTES 
Edith Meiser, author of “Life 
and Love of Dr. Susan,” is one 
of the three highest-paid 
script 
waiters in radio and, in addition, 


is 
one 
of 
the 
most-in-demand 
w riters of magazine stories. 
A 
recent sale was to Cosmopolitan. 
Because of his record of intro­ 
ducing so many hit tunes, Mae­ 
stro 
Frankie 
M asters has been 
asked by a leading 
music 
pub­ 
lisher to serve as a song selector 
in his spare time, 
at 
a 
neat 
weekly fee. 


The actors on “Pepper Young’s 
Fam ily” have been 
together so 
long 
that 
they 
work 
probably 
faster 
than 
most 
casts 
when 
doing rehearsals of the series. 


Frank Black may Waite the en­ 
tire score for a new musical pic­ 
ture if his radio work doesn’t con­ 
flict. 
He has had numerous Hol­ 
lywood offers. 


FOR SATURDAY 
W ilson Bros. 
Regular 25c, Summer 
S O C K S 


T it pair ll 


I. W. KINSEY 
125 N. COURT ST. 


PLUS- 
MERRIE MELODY CARTOON 
ORCHESTRA 
-LATE NEWS 


v W j o t a t 
to o t* ' 


h a h t i W 
F C * ' M O C N -Z W S '- 
M O 
° m e e i> * 
/ 
a u m M i 


WtskituftoH 
Mc. UH SIO! 


TONIGHT on the STAGE! 


12 ALL 
NEW ACTS 


25 PEOPLE 
ON THE 
STAGE 
RODIO 
ROUNDUP 


A GALA 
STAGE 
SHOW OF 
MIRTH 
AND 
MUSIC 


ON TH E SCREEN TONIGHT AND SATURDAY 


T m 
GRAUE AUEN HURDER [A 
r/W«. 
'v‘*el. 
(Mot 
a llen 
■ M um 
WILLIAM 
C L IF T O n R 
SUNDAY-MON.-TUES. 


CONTINUOUS 
SU N D A Y 
1:30 
’TIL 
IO P. M. 


J 


nm DUNNE*™* MacMURRAY 


ALSO “ I 
POPEYE 
CARTOON 


CRIME DOES 
| 
NOT PAY 


LATEST 
NEWS -J 


w ith 
Charlie RUGGLES 
Billy COOK 
William COLLIER, Sr. 


A 
Girl 
Who 
Was 
Raised to Be a Lady 
Battles a Boy Raised 
to Be a Man! 
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NEW HOME, BUILT BY GEORGE T. MYERS. TO BE OPEN FOR INSPEC 
y 


Congratulations ) 
----------TO---------- 


Mr. Geo rge My ers ¡ 


I 
On His New 
MODERN HOME j 


WE WISH TO CALL YOUR AT. 
TENTION TO THE NEATNESS OF 
THE ELECTRICAL WORK an d the 
MODERN 
FIXTURES 
IN 
THE 
NEW MODERN HOME! 


When In Need o f 


Pho ne 1 3 9 


SERVICE 


‘Ou r Wo rk Sp eak s fo r Itself* 


WE CARRY A COMPLETE LINE 


OF------ 


M O D E R N 
F I X T U R E S 
CLAYTON YOUNG 
Stewart Warner Refrigerato rs — Electric Appliances 


P r o p e r t y 
R e sid e n c e 
C o m p leted 


Numerous 
Conveniences Are 
Included In N. Court 
Street Structure 


The New 
MYERS HOUSE 
Will Be Heated 
With An 
IDEAL 
Furnace 


Installed B y 


ROY HUFFER 
4 2 4 N. PICKAWAY ST.' 
PHONE 85 4 


Man y Firms, In div idu als 
Particip ate in Bu ildin g 


The following; firms and indi­ 


viduals 
participated in the 
con­ 
struction 
and 
furnishing; of the 


Myers property: 
Masonry work was done by Iley 


and Frank Greeno; carpentry ^/ork 


by John Ankrum; interior decorat­ 
ing by Clarence Myers, Venetian 
Blinds w'ere put in by the Circle- 
ville Paint Co., 
the flooring and 


mural Paints were supplied by the 
Circleville Lumber Co., Ed W il­ 
son installed 
the plumbing and 


fixtures, the stoker hot air heat- 


C o ^ e 


x ò 
r t a » d 
à a V 


ing plant was the work of Roy 


Huffer. 
Griffith and Martin plac­ 


ed linoleum on the kitchen floor 
and put on the linoleum sink tops, 


Clayton Young installed all elec­ 


trical 
fixtures 
throughout 
the 


house and did all the wiring, and 


the plans were 
drawn by L. R, 


Young. 
All local labor was used. 


-<8> 
Co u rt News 


<8- 


PIC K A W A Y COUNTY 
P reb a te 
G eo rgia H. James 
guardianship, 
autho rity 
to 
bo rro w 
m o ney 
o n 
w heat granted. 
Jam es G. Wilso n estate, petitio n 
fo r 
determinatio n 
o f 
inheritance 
filed. 


The new 
house 
of 
the Myers 


Cement Products, unique in con­ 
struction and 
featuring 
all 
the 


most modern conveniences, will be 
open for inspection Saturday and 
Sunday. 
The house, 832 N. Court street, 


will be open from 1 to 10:30 p. m. 


on Saturday and from 9:30 a. m. 
to 10:30 p. m. on Sunday. 
Block and poured concrete and 


steel were used 
in 
the construc­ 
tion making the home fire and ter­ 
mite proof. 
Construction required 


only eight weeks. 
The 
residence 
contains 
seven 


rooms and 
two 
baths. 
Outside 


finish is in white California stuc­ 
co. 
The third floor has a maid’s 


quarters complete with bath. 
Steel 
window 
frames 
with 


marble sills are used throughout 
the house. 
There is a fireplace 


in the living room. 
All rooms are 


tinted in different shades. 
There is cross ventilation in all 


second floor bedrooms. 
The first 


floor floors are 
hardwood blocks 


cemented 
to 
concrete. 
Regular 


hardwood flooring was used on the 
second floor. 
Additional features 


of the home include an asbestos 
roof, sun porch, breakfast nook, 
and hot air heating system com­ 
plete with a stoker. 
Concrete blocks were used for 


the sidewall construction. 
Floors 


are of poured concrete with steel 
reinforcement. 
George T. Myers, owner of the 


Myers Cement Products, said the 
property has been rented to Nor- 
bert Cochran, 
manager 
of 
the 


Container Corporation plant. 
Mr. 


Cochran will take possession of the 
home next Monday. 


i 


i 
Congratulations, 
Mr. Myers— 


Yo u hav e o ne o f the fin­ 
est new ho uses in Circle­ 
v ille— 


X I a » 


R O S S C O U N TY 


Pro b ate 


R aym o n d E. W h eelan d estate, in ­ 


ven to ry filed. 
A m y 
Skinner 
estate, 
inv ento ry 
filed. 
Co m m o n 
P le a s 
Ro y Tillis v . Carro ll and W illiam 
E. 
Schlegel, 
actio n 
fo r 
judgm ent 
and to marshal liens filed. 
Marguerite DeNight v . Abe De- 
Night, actio n fo r div o rce filed. 


NCHtK 
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F A IR F IE L D COUNTY 
P ro b nte 
D eW itt C. Miller estate, adm inis­ 
trato r named. 
Co m m o n P lena 
H arry McClellan v . Mary Etta Mc­ 
Clellan, div o rce granted defendant. 
Apex Ro ta rex Co rp., v . Ro bert C. 
Ev ans, et al., appeal filed. 


G A S TA X F U N D S 


Circleville will receive $2,258 in 


a distribution of gasoline sales tax 
funds announced Friday by State 
Auditor 
Joseph 
T. 
Ferguson. 


Funds totalling 
$1,458,509 
were 


distributed to Ohio municipalities. 


All 
Plumbing 
and | 
Plumbing Fix tures in- j 
stalled by 
j 


WILSON I 
Plumbing j 
Co mpany ; 
I 
PLUMBING AND 
HEATING 


CIRCLEVILLE, O. 
I 
I 


PHONE 1 83 
j 


Open Fo r Inspectio n 


S a tu rd a y a n d S u n d a y, 
Au g u st 1 2 a n d 1 3 


at 8 3 2 N. Co u rt St. — Circlev ille 


On e o f th e Mo st Mo d ern Ho mes 
Ever Co n stru cted 
Th is 
- - 
o f Cemen t a n d S teel Co n stru c­ 
tio n 
- - - Firep ro o f Th ro u g h o u t! 


Yo u Are Inv ited to Visit This Ho use Saturday fro m 1:0 0 
p. m . 
to 10 :3 0 p. m. o r On Sunday fro m 9:3 0 a. m. to 10 :3 0 
p. m. 


Co nstructed and Owned by MYERS CEMENT PRODUCTS CO., Circlev ille, Ohio 


f* 


No t o nly Do We Co ngratulate Mr. 


My ers but We thank him fo r his 


building 
in 
Circlev ille 
a mo st 


mo dern new ty pe sty led ho me. 


Ted Schmidt 


Circl evil l e Paint Co. 


1 1 8 SO. COURT ST. 
PHONE 4 08 


cONGRATULATIONS 


TO 
Mr. Geo rge My ers 


On His New and 
MODERN HOME 


We’re Pro ud to Say : 


“THAT WE LAYED ALL OF THE LINOLEUM BOTH ON THE FLOOR 
AND ON THE SINK TOPS 
. . . 
WE HAVE MANY BEAUTIFUL 
PATTERNS TO CHOOSE FROM 
. 
. 
. 
WON’T YOU COME IN 
AND SEE THEM? 


‘WHERE FLOOR COVERING IS A SPECIALTY” 
Griffith & Martin 


“YOUR FAVORITE HOME FURNISHING STORE” 


Hearty Congratul ati ons 
to You, Mr. Myers— 


Yo u r n ew ho u se in the n o rth en d is o n e o f 
which y o u 
can be ju stly p ro u d, 


The fo llo wing items in the My ers ho use 
were supplied by o ur co mpany :— 


# Jo hn s-Man v ille Asbesto s Ro o f 


# Bru ce Blo ck , Pre-fin ised Oak Flo o rin g 
( l.t Flo o r) 


• All Lumber and Millwo rk 


# Bu ilders Hardware 


Cro mar 
Pre-fin ished 
Strip 
Flo o rin g 
(2 n d Flo o r) 


• Mu ral To n e Wall Pain ts 


• En terp rise Pain ts an d En amels 


[ |p r EVI LLE LUM BER CO 
1 ^1 Im lat Kb l a W I iv ft* 
mm LUrv tutrl lu 
• 
A 
BITTER 
PLACE TO BUY 
• 


L U M B E R 
B U IiO IM C M A TE R IA L 
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THE DAILY HERALD— CIRCLEVILLE, OHIO 
L Z . 
P a g e 


NEW HOME, BUILT BY GEORGE T. MYERS. TO BE OPEN FOR INSPECT! 


Congratulations 
I 


-TO- 
I 


I 


Mr. George Myers • 


On His New 
MODERN HOME 


WE WISH TO CALL YOUR AT- 
TENTION TO THE NEATNESS OF 
THE ELECTRICAL WORK and the 
MODERN 
FIXTURES 
IN 
THE 
NEW MODERN HOME! 


P r o p e r t y 
R e s id e n c e 
Completed 


When In Need of 


Phone 139 


SERVICE 


‘Our Work Speaks for Itself* 


WE CARRY A COMPLETE LINE 


OF------ 


M O D E R N 
F I X T U R E S 
CLAYTON YOUNG 
Stewart Warner Refrigerators — Electric Appliances 


Numerous 
Conveniences Are 
Included In N. Court 
Street Structure 


The new 
house 
of 
the M yers 
Cem ent Products, unique in con­ 
struction and 
featuring 
ail 
the 
m ost m odern conveniences, will be 
open for inspection S aturday and 
Sunday. 
Tho house, 832 
N . C ourt street, 
will be open from I to 10:30 p. rn. 
on S aturday and from 9:30 a. rn. 
to 10:30 p. rn. on Sunday. 
Block and poured concrete and 
steel w ere used 
in 
the construc­ 
tion m aking the home fire and te r­ 
m ite proof. 
C onstruction required 
only eight weeks. 
The 
residence 
contains 
seven 
rooms and 
tw o 
baths. 
O utside 
finish is in w hite C alifornia stu c ­ 
co. 
The third floor has a m aid’s 
quarters com plete w ith bath. 
Steel 
window 
fram es 
w ith 
m arble sills are used throughout 
the house. 
There is a fireplace 
in the living room. 
All room s are 
tinted in different shades. 
There is cross ventilation in all 
second floor bedrooms. 
The first 
floor floors are 
hardw ood blocks 
cem ented 
to 
concrete. 
R egular 
hardwood flooring w as used on the 


The New 
MYERS HOUSE 
Will Be Heated 
With An 
IDEAL 
Furnace 


Installed By 
ROY HUFFER 
424 N. PICKAWAY ST. 
PHONE 854 


Many Firms, Individuals 
Participate in Building 


second floor. 
A dditional features 
of the home include an asbestos 
roof, sun porch, b reak fast nook, 
and hot air heating system com ­ 
plete w ith a stoker. 
Concrete blocks w ere used for 
the sidew all construction. 
Floors 
are of poured concrete w ith steel 
reinforcem ent. 
George T. M yers, ow ner of th e 
M yers Cem ent Products, said the 
property has been rented to N or- 
bert Cochran, 
m anager 
of 
the 
C ontainer C orporation plant. 
M r. 
Cochran will tak e possession of the 
home next M onday. 


The following firm s and in d i-; ing plant w as the w ork of Roy 
viduals 
participated in the 
con- H uffer. 
G riffith and M artin plac- 
struction 
and 
furnishing of the 
Myers property: 
M asonry w ork was done by Iley 
and F ran k Greeno; carpentry % ork 
by John A nkrum ; interior deco rat­ 
ing by C larence Myers, V enetian 
Blinds w ere p u t in by the C ircle­ 
ville P ain t Co., 
the flooring and 
m ural P ain ts w ere supplied by the 
Circleville Lum ber Co., E d W il­ 
son installed 
the plum bing and 
fixtures, the stoker hot a ir h e a t­ 


ed linoleum on the kitchen floor 
and put on the linoleum sink tops, 
Clayton Young installed all elec­ 
trical 
fixtures 
throughout 
the 
house and did all the w iring, and 
the plans w ere 
draw n by L. R. 
Young. 
All local labor was used. 


Congratulations, 
Mr. Myers— 


<§>- 
Court News 


You have one of the fin­ 
est new houses in Circle­ 
ville— 


TICK AWAY COUNTY 
Probate 
Georgia H. Jam es guardianship, 
authority 
to 
borrow 
money 
on 
wheat granted. 
James G. W ilson estate, petition 
for 
determ ination 
of 
inheritance I 
filed. 


v d a V fl.1V 
d 


SA U G U S' YI att 
a A3 


HOSS COUNTY 
P r o b a t e 
Raymond E. Wheeland estate, in ­ 
ventory filed. 
Amy 
Skinner 
estate, 
inventory 
filed. 
C o m m o n 
P l e a s 
Roy Tillis v. Carroll and W illiam 
E. 
Schlegel, 
action 
for judgm ent 
and to marshal liens filed. 
Marguerite D eNight v. Abe De- 
Night, action for divorce filed. 


All 
Plumbing 
and 
Plumbing 
Fixtures in- 
| stalled by 
i 


N O M 


F A IR FIE L D COUNTY 
Probate 
D e w itt C. Miller estate, adm inis­ 
trator named. 
C o m m o n 
P l e n a 
Harry McClellan v. Mary E tta Mc­ 
Clellan, divorce granted defendant. 
Apex Rota rex Corp., v. Robert C. 
Evans, et a1., appeal filed. 


WILSON 
Plumbing 
Company 


PLUMBING AND 
HEATING 
i 


im m 
i i f 
.‘.rn | 
Har I 


i i i 
m i 
i s I 


I H S 
I * 


b 
u 
h 
d 
s 


5 0 Y e a r s ! 


I 
GAS TAX FU N D S 
Circleville w ill receive $2,258 in 
a distribution of gasoline sales tax 
funds announced Friday by S tate 
A uditor 
Joseph 
T. 
Ferguson. I i 
Funds totalling 
$1,458,509 
w ere 
j 
I 


CIRCLEVILLE, O. 
I 


PHONE 183 


distributed to Ohio m unicipalities. 


' "" ' 


* .. 
■. I . J 
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Open For Inspection 


Saturday and Sunday, 
August 12 and 13 


at 832 N. Court St. — Circleville 


One of the Most Modern Homes 
Ever Constructed In lids City-- 
of Cement and Steel Construc­ 
tion --- Fireproof Throughout! 


You Are Invited to Visit This House Saturday from 1:00 p.m . 
to 10:30 p. rn. or On Sunday from 9:30 a. rn. to 10:30 p. rn. 


Constructed and Owned by MYERS CEMENT PRODUCTS CO., Circleville, Ohio 
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TO 
Mr. George Myers 


On His New and 


OO o b l ‘g e n o t v 


Not only Do We Congratulate Mr. 


Myers but We thank him for his 


building 
in 
Circleville 
a 
most 
modern new type styled home. 


MODERN HOME 


W e’re Proud to Say: 


“THAT WE LAYED ALL OF THE LINOLEUM BOTH ON THE FLOOR 
AND ON THE SINK TOPS 
. 
. 
. 
WE HAVE MANY BEAUTIFUL 
PATTERNS TO CHOOSE FROM 
. 
. 
. 
WON’T YOU COME IN 
AND SEE THEM? 
Ted Schmidt 


“WHERE FLOOR COVERING IS A SPECIALTY’’ 


Circleville Paint Co. 
Griffith & Martin 


l l s SO. COURT ST. 
‘YOUR FAVORITE HOME FURNISHING STORE’* 
PHONE 408 


ll \ V. 


Hearty Congratulations, 
to You, Mr. Myers- 


Your new house in the north end is one of which you 
can be justly proud. 


The following items in the Myers house 
were supplied by our company:— 


• Johns-Manville Asbestos Roof 


Bruce Block, Pre-finiaed Oak Flooring 
(1st Floor) 


# Cromar 
Pre-finiahed 
Strip 
(2nd Floor) 
Flooring 


All Lumber and Millwork 
I Mural Tone Wall Paints 


• Builders Hardware 
• Enterprise Paints and Enamels 


rip I I EVI LL E L U M B E R CO 
m 
m I R : V h l a * I m 
m 
r ■ Bar m m m B a t - I M m U t M WU 
• 
A BETTER 
PLACE TO BUY • 
LU M BER 6 * 4 BUILDING M A T E R IA L 
Wfc 
SCIL THE 
R I G H I T H /fi/fr TOR THE R t e H T 
R l A C i , 
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g 
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P ag e F o u r 
THE DAILY HERALD—CmCLEVILLE, OHIO 
’ OLiCE REMOVE 
ABDUCTOR FROM 


BOCA RATON JAIL 


Mainly Abo ut 
Peo ple 


<S^ 


Charles 
Jefferson, 
Former 
Radio Announcer, Ready 
To Pay Penalty 


(Co ntinued fro m Page One) 
but w as 
under 
treatm ent o f a 
phy sician 
to day 
in 
her 
Miami 
ho me fo r sho ck. 
It was she who 
gave the first alarm, causing J ef­ 
ferso n’s arrest and leading o ffi­ 
cers to the spo t where the Dunn 
girl's bo dy was fo und. 
The Bo lto n girl staggered into 
the Bo ca Rato n fire department 
early y esterday , dazed and terri­ 
fied. 
She so bbed o ut her sto ry . 
So o n after J efferso n w as picked 
up as he walked do wn a highway 
near the to wn and then Mias Bo l­ 
to n led a party 
to 
the 
beach 
where Miss Dunn’s bo dy lay in a 
thicket. 
Clo se by was the stalled 
auto mo bile in which 
the 
girls 
were driven 
away 
fro m Miami 
last Mo nday . 
Mo vie Tests Pro mised 
Acco rding to the statem ent at­ 
tributed 
to 
J efferso n by po lice, 
pieced to gether 
with 
additio nal 
details given by the Bo lto n girl, 
J efferso n 
ho d-winked 
the 
two 
y o ungsters into believing he co uld 
o btain screen tests fo r them. 
The 
first 
step in the "build 
up,” 
J efferso n was suppo sed to 
have to ld the girls, was the o b­ 
taining 
o f 
pho to graphs 
to 
be 
sho wn 
film 
executives 
These 
pho to s were to be made in Miami, 
and it was to ward 
Miami 
the 
trio headed Mo nday , 
So me 35 miles alo ng the ro ad, 


ONE M INUTE PULPIT 
I have learned, in whaso ever 
state I am, therewith to be co n­ 
tent.— Phillipplans 4:11. 
* 
* 
* 


INDICTED YOUTH 


ARRESTED AFTER 


TWO-GAR CRASH 


Mrs. Malzle Oay po o l, o f 
i M erle A nkfo m 
IQ 
Tn F arn 
New 
Ho lland, 
has 
resigned her 
ly , 
10 r ac e 
po sitio n as nurse fo r the Chilli 
co the W o man’s Benefit asso ciatio n 
to accept ano ther po sitio n. 
She 
had served the Chillico the o rgan­ 
izatio n fo r two y ears. 
• 
♦ 
* 


Charges; Police Claim 
He Fled Scene 


Order y o ur peaches and to m a­ 
to es fo r canning no w. 
The time 
o f go o d prices and quality pro ­ 
duce is here. 
Pho ne 255, Clarence 
Wo lf, Clo ver Farm Sto re. 
—ad. 
• 
• 
♦ 


B etty J ean Kreager, 14, daugh­ 
ter 
o f 
Mr. 
and 
Mrs. 
Charles 
Kreager, Orient Ro ute 1, under­ 
went an o peratio n in Berger ho s­ 
pital Friday fo r remo val o f her 
to nsils. 


Oo eller’s Paint Sto re has an ad 
o f interest to ho me o wners. 
See 
it o n page 1 2. 
—ad. 
m 
m 
m 
Clrcleville fo lk who have been 
fo llo wing 
the 
ho rses 
o f 
Harry 
Sho rt will be interested to kno w 
he has sent three to the W ilming­ 
to n fair this week. 
Nine o thers 
are racing at Go shen, N. Y. 
Mr. 
Sho rt is in New Yo rk. He expects 
to attend the Painesville, O., fair 
and then will take his ho rses to 
the Ohio State fair. 


Miss Do ro thy 
Duncan, o f the 
Ho me Service Dept., visited th^ 


(Co ntinued fro m Page One) 
head, and her daughter, Betty Lo u, 
13-mo nths-o ld, cut o ver the right 
ey e. 
Others who were unhurt in­ 
cluded Russell Hitchinso n, 25, hus­ 
band o f R issi- Hutchinso n; Ro sella 
May , 5, and Genevieve Hutchinso n, 
3, and Ro y Marshall, 21, o f Terry - 
ville, Ky ., a bro ther-in-law o f Mr. 
Hutchinso n. 
Ho w the Hutchlnc' i family es­ 
caped mo re serio us injury is a 
puzzle to investigating 
o fficers. 
Their car was demo lished. All were 
pinned under the auto mo bile when 
it o verturned in the ditch. 
Hutchinso n to ld highway patro l­ 
men that he was driving so uth­ 
ward when the Ankro m auto mo ­ 
bile crashed into the rearend o f 
his machine. 
The wreck happened 
abo ut 9:30 p. m. The Injured were 
taken to the ho spital by a passing 
mo to rist. 


Snite, ’Iro n Lung’ Lad, Marries in Chicago 


F n d ay , Au g u st 1 1 , 1 93 9 


Ohio Fuel Gas Co , o ffice Thurs 
day . 


Mo rris 
Karshner, 
l.aurelville 
Ro ute 3, underwent a mino r o per­ 
atio n Friday in Berger ho spital. 


Paul Shiplett, 24. 
o f 
712 N. 
No rth street, W ashingto n C. H., 
is scheduled to appear in May o r 
W. 
B. 
Cady 's co urt at 7 p. m. 
Friday o n a charge o f reckless 
o peratio n af an auto . 
He was ar­ 
rested 
early 
Friday and po sted 
bo nd. 
Officers 
said 
they w’ere 
checking traffic o n Co urt street 
in an effo rt to lo cate a car re­ 
po rted sto len in Chillico the. 
They 
said 
Shiplett 
failed to o bserve 
their signal, refusing to sto p. 


OTILL encased in the huge respirato r which had 
been his "ho me” since he was stricken by 
infantile paraly sis mo re than three y ears ago , 
Frederick B. Snite, J r., 29, wo rid-fanied "lad in 


the iro n lung," is jo ined in matrimo ny to pretty 
Miss Theresa Larkin, 2,5, o f Day to n, who ha.s been 
his steadfast friend thro ugho ut his lo ng o rdeal o f 
illness. 
They are sho wn just after the ceremo ny . 


near 
Bo ca 
Rato n. 
Miss 
Bo lto n i o ur Orange cakes made with fresh | serio us injurT V hursdav at^^^SO 
said, J efferso n dro ve the car o ff i o ranges, 2 0c each. 
Fritz's S team i 
when a hm o n Ro ute M 


: S : i : d % r V r i o r q *u f e r an d ^ ' ' ’“ '‘*^-''' 
- r t n o f Circ.evli.e, prevented 
' 
tied their hands 
with 
adhesive 
* 
* 
* 


o ne 


RIBBENTROP AND ROTARiANS ENJO Y O U T IN G ' n n | T | n i j 
n i i / r 
i i n 
c i A N O 
ON MENU D n i l l o n u l i t U r 
CRISIS IN DANZIG 


tape. 


auto ist fro m seeing the right-turn 
! signal o f ano ther mo to rist. 
^ ugo slavia. 
^ 
^ 
Kingsto n, i 
The car 
driven 
by J . 
Adam! 
Hungarian 
-------------------- _ 
and scre? red h e r w e n d said ."nd 
ho sp ital; Fo m o ff, 2 1 Fo rno ff ro ad, Co lum- i 
an essential prelude to 
and screamed, her friend said, and ; Friday fo r medical treatment. 
; bus, struck 
the 
rearend 
o f 
the 
I “ "Y '» m paign 
against Rumania. 
KiiocKBCi 
fid* 
unco n*. 
♦ 
♦ 
♦ 


Ro tarians, abo ut 50 in num ber,; 
, enjo y ed clam in all 
its 
many i 
, a 
I fo rms, co rn o n the co b, water-; 
.co ntinued fro m Page o n e) 
| 
Thursday 
eve- ' 
Italy , it is likely that he will see | ning when the 
weekly 
meeting 
Premier Dragisha Cvetko vitch o f was held at the Pickaway Co untry i 
THREE 
KILLERS 


(Co ntinued fro m Page One) 
Club, 
The evening pro ved to be British legal experts had served 
Nazificatio n is re- i a highly successful o ne. 
I to co nvince Great Britain that a 


J efferso n 
scio us with a pisto l blo w o ver the ' 
heaa. 
Then he dragged the inert 
girl into a thicket. 
Miss Bo lto n 


Philip Go rdo n, E. Mo und street 
I auto mo bile driven by Miss Mildred ! 
recent y ears Hungary has YOUNGSTOWN, O.. 
» ¡Demmel, 64 S. Fo urth street, Co -i 
within the Italian than 


"prima facie” case exists. 
Two o f the Chinese held 
fo r 
their o w'n safe-keeping by British 
underw'ent an o peratio n Wednes- lumbus, as the latter w as turning i 
German o rbit, and Ro me, it is G I R L 
A T T T E I N ^ P T S autho rities in Tientsin will be sur- 
Ho Tf 4n 
« .a 
»-W 
k 
. . . 
I fiklf 
tir/Mllrl 
#hi.. . A «■ ...1. 
i A i_ 
day in Grant ho spital fo r the re- 
w as able to tell little o f what 
hap- i „ , 0 ^ , 
bis to nsils and adeno ids. 
pened to her friend, except 
th at: 
• 
« 
« 


fig ’’r e f L s ^ r m f b l c n o T h : ' 
Fo rno ff was acco mpanied by his 
. a V i f k T 
f i ... 
,, 
her ho me In E. Main so n, William, 
car end to ld her he had •‘fin ally ; 
Thursday , fro m Uniy ersity 


b eaten so m e se n se ’- in t o th e D unn i h o sp ital, Co lumbu.s, in the R i n e - l t " ................................. 
«> 
girl. Miss Bo to n related. 
; ¡,art ambulance. 
Po lice quo ted J efferso n as 
ad- 
. 
. 
. 
mitUng 
he 
killed the girl 
be- ■ 
O. Lewis, o f 
Mo nro e to wnship la bequeathed to 


fro m Ro ute 23 to the residence o f! 
» » uld view any sw itch with 
t . . „ r - 
, 
, rs r . ■'« "der to a lo cal Chinese co urt o n 
Ivan Deffenbaugh, 
Mrs. Deffen -1 
T°day g 
m eeting 
was TO TAKE L I F E the direct charge o f murder 
Two 
I baugh was riding in the latter car. I ® 
partial o utgro wth 
n 
u 
u 
o f 
the 
Salzburg 
m eeting 
last 
^ 
| o thers will 
be 
handed o ver o n 
Mo nday between Vo n Ribbentro p 
YORK, Aug. 11 - 
Huth j charges o f being members o f an 11- 


what 
I 
"She 
wo uldn’t 
do 
wanted her to do ." 
Many Aliane.s Listed 
J efferso n’s real name was said ! 
to be William 
Go edard, but he 
also w as kno wn, po lice said, as 
Tho mas Ashwell, 
Tho mas Co ch- 


his 
wido w, 
Hulda, 
and she is 
named 
executrix 
under his will 
admitted to pro bate Thursday . 


FARM NEWS 


Brief Items of Interest to 
Pickaway Farmers 


€>- 
Mario n lliley , Willlam.spo rt, ha.s 
* r m r r t p f q 
reco vered fro m scarlet fever and , 
p f 
BRIEFS 
^ ------------------ 
_ 
- , 1 k 
1 
quarantine has been remo ved L,, ^ 
united 
States ing to pledge themselves to fight 
ran. ami by several o ther aliases, 
fro m hie ho me. 
There la o nly o n e ! 
™d- J ul y 
were 
89 fo r J apan in a Far Eastern war. 
- 
. 
He had wo rked in Detro it, San quarantine in the co unty at pres- 
„ f l P*'“ :"®’' Pvlcea fo r the 
While an iro n-clad three-po wer ' 
almo st exhausted and then ! mated because o f sharp differencea | 
ent, a scarlet fever case in Way ne 


and Co unt Stephen Csaky . Hun- 
Yo ungsto wn, 
0„ 
a | jg 
j terro rist o rganizatio n 
garian fo reign minister. 
i pretty blo nde who se 15 y ears o f 
r-u- 
^ 
Befo re 
leaving 
Italy , 
Co unt 
already wearied her o f 
^ 
Chinese, who se arrest | 
Ciano talked with To shio Shira- 
i further existence, was in Belle- last September did no t beco me j 
to ri, 
J apanese 
ambassado r 
to | 
ho spital 
to day fo r o bserva- 
kno wn until Britain’s decisio n was i 
Ro me, who is kno wn 
to 
favo r , 
» « er being rescued fro m the ; anno unced to day , also will be sur-1 
J apanese participatio n in the axis * Hudso n river. 
’ 
h 
h 
alliance. 
While the army leaders ’ 
‘‘f 
no thing to live 
fo r," : ^®udered. 
^ 
. 
in J apan argue fo r Nippo n’s entry I 
so bbed. 
"No bo dy lo ves me. 
Ambassado r 
Craigie 
was 
in- j 
and civil go vernment autho rities ! ^ 
to die." 
structed to po int o ut to J apan that j 
balk, there i.s reaso n to do ubt that I 
Po lice said the girl ran away th‘® actio n by the British go vern- 
Gerniany and Italy 
wo uld be will- Iro ni ho me, arriving in New Yo rk 
uient leads England to expect an j 
Tuesday night. 
She lived at a 
immediate 
resumptio n 
o f 
the j 
ho tel fo r a day until her mo ney ! To ky o nego tiatio ns, hitherto stale- 


Francisco , Cincinnati, Ho lly wo o d, 
Denver and o ther cities o ver a 
perio d o f y ears, in radio and pic­ 
ture jo bs. 
Several emplo y ers re- 


to wnship. 
farm 
co mmo dities 
and 
were 
6 alliance, therefo re, may be o ut o f mo ved to the 
waterfro nt. 
She o f o pinio n o n po litical and cco n- i 
percent lo wer than in the sam e, the questio n, clo ser J apanese co - I struggled desperately with a pa-1 o mic questio ns, 
perio d in 1938. 
o peratio n with her anti-co mintern i tro lman 
and 
a 
do ckhand 
w h o ' 
The British are particularly an- 
axis 
partners 
is 
undo ubtedly j PuHecI her o ut o f the river, biting 
called that he had been "brilliant; LUTH ERA NS 
HOLD 
PICNIC I 
purchases o f butter by the so ught. 
' i the po liceman and attem pting to 
M FFTING 
TH IIRQnAY 
p u p ^ 
* 
Bernardo Atto lico , 
Italian a m - o 
f f a raft o nto which they 
co st him mo st o f his jo bs. 
M t t l l n i u 
I H U no U A Y 
tV L atio n fo r the 1930-40 sto rage sea- bassado r to Berlin, also arrived; 
placed her. 
In her bag were 


MARKETS 
<?v. 


so n were autho rized by Secretary at Salzberg to participate in the i *^o ly a Wo rld's Fair ring and a 
The 
Bro therho o d 
o f 
Trinity 
j Henry A. 
W allace 
o n J uly 26. co nference. 
' Lutheran 
church 
met 
Thursday i Funds permit 
purchasing 
up 
to 
Repo rts 
that 
the 
Ciano -Vo n 
evening at the co untry ho me o f Mr, j 25,000,000 po unds. 
| Ribbentro p meeting 
was a fo re- 
and Mrs. Harry Barthlmas, so uth 
; runner o f a Hitler-Musso lini ren- 


so uvenir co in. 
-o — 


CASH 
quo tatio ns 
made 
farmers 
in 
Circlevillc. 
to 


Wh eat ...... 
Yello w Co rn 
White Co rn 
So y beans . 


o f Williamspo rt. 
Go o d to cho ice quality grades dezvo us were do ubted. 
Baseball and ho rsesho e pitching °f 
flue-cured 
to bacco 
so ld 
fo r | 
The United States 
again fig- 


POIT.TIIY 
H e n s 
............................... 
L« ‘gho rn hens 
......... 
Old ro o sters ................... 
Sprin fçe rs ................................. 
Legho rn s p r i i i g e r s 
. . . 


.1 2 
.09 
.07 
.13--15 
.12 
Kggrs , 
Cream 


CLOSING MARKETS 
FI IIMSIIKU nv 
T H E J . 
I> H IIL M A > « SO .\S 


were the diversio ns fo r the early 
.0 21 evening while two immense Iro n 
kettles were co o king tn unlimited 
^6 3 amo unt 
o f 
several 
brands 
o f 
Way ne Ho o ver’s sweet co rn. 
This 
with ho t wieners, buns, sliced to ­ 
mato es, do ughnuts, ho t co ffee and 
Iced tea made the evening "lunch” 
served by the ho sts. 
Pro f. Ro se and his German Band 
o f W illiamspo rt furnished 
music 
fo r the evening, this being a hit, 
"Tall Sto ries", the pro gram o f 
the 
evening, 
went 
hay wire 
as 


.10 
20 


fro m 18.50 to |1 2 less per hundred- ; ured largely in German news to - 
weight at the o pening o f the Geo r- | day , 
A special Mo sco w dispatch 
gia to bacco marJ tets o n J uly 2 5, to 
the 
Vo elkischer 
Beo bachter 
than sim ilar grades bro ught in the ! said that Laurance A, Steinhart, 
first sales at the same markets in new American ambassado r to the 
1938. 
So viet Unio n, presented Premier- 
Fo reign Co mmissar V. M. Mo lo - 


M ANILA’ S OUTSIDE H EAR T 
T O T S U FFER S BRONCHITIS 


S e r t . — 64 H 
L>ec.— 64 ’,* 
iMay —65 
64^4 r ,, ig 
6 41.4 <i i 
6 4 


M HEAT 
65 U 
64 
6314 
64 
65 Va 
64% 
i OKA 
Open 
H igh 
l. ow 
Clo g* 
b e p t. — 42% 
43 
42% 
43 
Di>c.—41’« 
42% 
41% 42%®% 
Ma> — 44-% 
45% 
44% 
45 
OAI’S 
O p e n 
HlRh 
l-o vv 
Clo g* 
27 7« 
28 % 
27% 
2S% 
‘cc. - 2i % 
2.s% 
27% 
27% Asked 
-.i av~ 2 S % 
2S% 
28 % 
2s:% 


Figures released by members o f j to v with a letter fro m President 
the United States Department o f ! Ro o sevelt even beifo re pre.senting 
Agriculture at a m eeting o f the bis credentials to President M. I. 


A dro p in cash receipts o n 65 ‘ 


bro therho o d members "co uld no t 
tell a lie", so the co ntest ended in 
is 407,000,000 eggs, 
in true sto ry event. 
The next and last o utdo o r m eet­ 
ing o f the y ear will be Sept. 14 
at G. M. Newto n’s ho me, east o f 
the city , just o ff 
the 
Ringgo ld 
I pike. 


CLOSING LIVESTOCK MARKET 
I’lHM SHKll UY 
THE PJ CIIAWAV COLATI F.IRH 
BLIIEAL. 
Personals 


Wo rld’s Po ultry Co ngress in Cleve- Kalinin, 
land sho wed that the capacity o f! 
The newspaper thereupo n drew 
co mmercial 
hatcheries 
had 
in-1 fbe deductio n that "Ro o sevelt o b- 
creased 60 percent in the last five ' vio usly is try ing 
to 
assist his 
y ears. 
The present hatching ca- demo cratic Lo ndo n and Paris co l­ 
leagues in their Mo sco w nego tia­ 
tio ns" fo r a three-po wer alliance. 


MANILA. 
P. 
I., 
Aug. 
1 1 - 
Manila’s "o utside heart" baby was 
stricken with bro nchitis to day . 
The five y ear o ld baby , bo rn 
with her tiny heart appended to 
the exterio r 
o f 
her 
chest, 
was 
glv’en heart stim ulants to survive 
a crisis. 
The baby , named Mary Heart 
Rafael, was placed in an o xy gen 
tent when the respirato ry tro uble 
develo ped into bro nchitis. 


xio us to thresh o ut the issue o f 
the po licing and future security 
o f Tientsin, as well eis the questio n 
o f Chinese currency . 
J apan thus 
far has insisted o n the surrender 
o f 48,000,000 Chinese do llars held 
in Tientsin specie banks. 


Î ' 
FOR SATURDAY 


WILSON BROS. 
SPORT 
SHIRTS 
$1 .0 0 
Valu e :....: 22c 
I. W. KINSEY 
125 N. COURT ST. 


western Ohio farm s in 1938, as i P R ES ID EN T PUTS HIS NAME 
co mpared with 
1937, 
caused 
an i/» ., 
average decrease o f $64 spent f o r j ^ ^ 
SDCIAL 
SECURITY ACT 
livesto ck, 
buildings, 
and 
farm 
machinery . 
A similar decrease o n 


Mrs. Charles Kiger and daugh- - 


250,000 Ohio farms wo uld mean 
$16,000,000 less mo ney invested in 
three item s needed to keep the 
farm plant in first class o perating 
co nditio n. 


HYDE PARK, N. Y., Aug. 1 1— 
President Ro o sevelt to day signed 
the So cial Security revisio n bill, 
which freezes emplo y er-emplo y ee 
taxes at 
present 
schedules 
and 
starts o ld age benefits o n J anuary 
1, 1940 instead o f J anuary 1, 1942. 


yiiiiiiiiiintiiiiiiiiiiiiiiiiiiniiniiiiiiitiiiiiiiiiiiiiiininiiiiiiiiiiiiiiinniiiiiiiiii*^ 
try FROSTED MALTED 
th e d rin k y o u cat with a sp o o n 


° a n d 
1 0 
‘ 


NAZIS IN DANZIG 
HEAR FOERSTER 


Hitler’ s 
Agent 
Falls 
To 
Bring 
Crisis 
Nearer; 
6D,DDD In Crowd 


(Co ntinued fro m Page One) 
nego tiatio ns between Danzig and 
Po lish representatives o n the dis­ 
pute o ver Po lish custo m s agents 
in the free city wo uld begin next 
week, thereby easing the present 
tensio n. 
The teno r o f Fo erater’s speech 
bo re o ut 
repo rts 
that 
he 
came 
fro m Berchtesgaden under o rders 
fro m Hitler to avo id any pro vo ca­ 
tive Incident that m ight precipi­ 
tate a co nflict. 
Lo o king 
o n 
the 
rally 
as 
a 
"plebiscite 
by acclamatio n," o b­ 
servers were 
Impressed 
by 
this 
fresh pro o f that the vast majo rity 
o f Danzigers favo r reunio n with 
the Reich, whatever it may co st 
them co mmercially . 
Sixty 
tho usand 
o f 
Danzig’s 
po pulatio n o f 108,000 attended the 
m eeting and with a single vo ice 
y elled 
"pfuil" 
fo r 
Po land 
and 
chanted "we want to go ho me to 
the Reich.” 
True, the meeting was stage- 
managed in ty pically Nazi histri­ 
o nic 
fashio n, 
with 
search-lighta 


blazing, biihners fly ing, and the 
cheering evidently 
being 
led 
by 
y o ung H itlerites. 
Yet there was 
no do ubt that the cro wd’s enthusi­ 
asm w as mo re than tempo rary . 
Fo erster had no thing new to say , 
o ther than to threaten Po land with 
ano ther 
partitio n. 
"To mo rro w 
Po land will be o nly a dream," he 
declared. 
"The fo urth and tljis 
time final partitio n will put an 
end to Po land’s life." 


NOTtCE 


CANNING FACTORY 
EMPLOYEES 


Fo r y o u r ben efit we will 
co n tin u e to sell all sh o es 
in o u r sto re at a red u ctio n 
fo r at least two mo re 
week s. Sav e at least 1 5% 
o n all Fall an d W in ter 
Fo o tw ear by bu y in g n o w 
at 
MACK’ S 
SHDE STORE 


Af 


FOOD STORES 


Io n a To m. Ju ice tall . .3 fo r 2 5c 
Fla. G rap efru it 
No . 2 c a n...................... 3 far 2 5c 
R ep eater M u sta rd 
Qt. 1 0 c 
To m. Ketch u p —-1 4 o z. 3 fo r 2 5c 
Daily Do g F o o d 
...............can 5c 
Pacific Tissu e . . . . . .6 ro lls 2 0 c 
W h ite Sh o e Po lish ....h o t . 1 0 c 


Ann Page Salad 
Dressing • • • • r 2 5c 


W hite Ho use 
Erap. Milk. 10 r. 55c 


New I^w Price— White Naptha 
P^G So ap • • 7 ” 25c 


Who le Milk, Cracked W heat, So ft Twist o r 
J umbo Lo af . 2 - 15e 


Xnn Page Puddings— Ice Cream Po wders o r 
Sparkle 
,3 
lo c 


Mild Cream C h e e se.................. 
lb. 1 8c 


EIGHT O’CLOCK 
COFFEE 


America’ * 
l.ararcat 
.Seller 
m 14c 


3 Po u n d B a g 
............... 3 9c 


Camay To ilet So ap....................3 bars 17 c 
Iv o ry So ap 2 Ig e. bars 19c--3 med . bars 17 c 
Ch ip so Flak es o r Gran u les 2 Ig e. p k g s. 3 9c 
Ox y d o l—small p k g . 9c . .2 Ig e p k g s. 3 9c 
Iv o ry So ap Flak es 
................larg e p k g . 2 3 c 
Sweeth eart So ap........................4 bars 18c 


W est 


.Main St. S ie y e r t S 
FREEZER FRESH 
ICE CREAM 


Pho ne 


145 


Fresh Fruits and Vegetables! 
Bananas • • • 5 
2 5c 
Cucumbers • 
« 
• 
2 « 5c 
To m ato es 
2 
9c 
Po tato es 
^ peck 3 
2 
c 


i i i i i m i n n i in i iu i ii i ii ii in i n ii n ii iu n m i ii r in i ii i ii ii n in i in n i in i in i m ii t ii ii i f ? 


Sw iss o r 
ROUND 
STEAK 


« .s ’^7’« » 
♦i'fy «P » 10.00. barabii, 
uaugnter, 
Sunils 15 0 0® 
i Of Williamspo rt, 
were 
Thursday 
CHH’Afio 
! sho ppers in Clrcleville. 
R E C E IP T ii— Hpj?s, 
steadv, 
lOc 
• 
* * 
J'-'-’v e i. Mealuin.« , iso to t'40 lb* S5 9fi 
xi« - 
c . 
¡w 56 30; Cattle, 
50 0, 
1 9.2 5 #* |9 50- ' 
Bery l 
Stevenso n 
was 
@ $10,75: Lambs,’ 
I 
ville sho pper 
fro m 
Way r 
.-o ca. 
I to wnghlp Thursday . 


L E rE IP T .S--H o gs. 4.500. 25c lo w - 
* 
• • 
L u c k o f f ’ s Specials 


lb. 35c 


Center Cut« 
CHUCK 
ROAST 


lb. 21c 


Mrdiums, 210 to 220 lbs, $6 00 
IH FFALO 
Mrs. 
Harry 
To po lo sky , 
Aah- 
RECEIPTS — H o ffs/ 6 50. lO c^ lS c 
V isited C lrcleville 
T h u rsd ay 
i’- M ediums. ittO to 2 3 0 lb% $6 .55 I o n business. 


c i n < L K % i L r . E 
i 
♦ 
* 
• 
so o ^ 
William 
Radcliff. 
Wil- 
Mediums. £ 4 0* tc 260*^ lb« , 
was a visito r in Circle- 
$6 0 0; Lig^hts, 160 to ISO iW ville Thursday , 
|6.< -, 140 to 160 lbs. $5.35® $5.60; 
* 
* 
* 
rig.-. 100 to 140 lbs, $5.25. 
-----------------0------------- 
j 
Mrs. 
J o e 
Ro o f, 
Williamspo rt, 
TiMVMipt. fxi 
^ Thursday visito r to Circle- 
K H IM ER IN .SECOND PLACE 
I ville. 
I 
D. Rhy mer, 
o f 
Sto utsville, 
was s« o n d and T. A. Willard, o f I 
Miaa 
J an. 
Co lville, 
Way ne 
Amanda, » -as fo urth In the ho ne- j to wnship, 
was 
in 
Clrcleville 
aho e pitching co ntest Thursday at j Thursday . 
the 
Fairfield 
co unty 
F arm ers! 
—_______ _ 
picnic. 
Ro bert Grubb, o f Tho rn- 


30 ONLY! 
Indian 
Blankets 


HIGH 
GRADE JACQUARD 
c 


6 6 X 7 6 
COTTON 


R E G . $1 .1 9 VAL. 


50 ONLY! 
BLANKETS 
SIZE 


SINGLE 


f o r 


Asso rted 
Lu n ch eo n 
MEATS 


lb. 35c 


FULL 
BED 
$ 


Sunny field 
Fry in g 
Ch ick en s 


ea. 


with nico tine dust. 
ON SALE 


69c 
SAT. MORN. 


9 to 10 a. m. 


Cu be Steak — 
fro m sirlo in t i p s 
lb. 4 3 c 
Stan d in g Rib R o a s t 
Ib. 2 7 c 
Fresh ly Gro u n d Beef . . . .Ib. 1 9c 
Veal Lo in o r Rib Ch o p s . .Ib. 3 1 c 
Veal Sh ld . C h o p s 
Ib. 2 7 c 
Veal S te a k ......................... Ib. 4 1 c 
Veal o r Lamb Patties 6 to Ib. 2 9c 
Pu re Po rk S a u sa g e 
Ib. 1 9c 
A rm o u r’s 
S tar Fran k fu rters . . . . I b. 1 9c 
A rm o u r’s Star Bo lo g n a . .Ib. 1 7 c 
Fresh Po rk L iv e r 
..............Ib. 1 5c 
S. F. Sliced B a c o n 
Ib. 2 5c 
Piece B a c o n 
. . . . . I b . 1 5c 
Sav o ry Co o k ed Ham 
Vz Ib. 2 9c 
Asst. Ch eese Sp read s .. . . Ib. 2 9c 
Asst. Lu n ch eo n Ch eese .. Ib. 3 2 c 
S. F. Smo k ed Calas . . . . . .Ib. 1 9c 
W h o le o r Sh an k H alf 
S. F. Smo k ed Hams .. .Ib. 2 9c 
Pu re Lard — in carto n s . . . Ib. 8c 
H ad d o ck F ille ts 
2 Ib. 2 5c 
ONE HOUR ONLY! I 
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POLICE REMOVE 
ABDUCTOR FROM 
BOCA RATON JAIL 


harles 
Jefferson, 
Former 
Radio Announcer, Ready 
To Pay Penalty 


(Continued from Page One) 
but was 
under 
treatment of a 
physician 
today 
in 
her 
Miami 
home for shock. 
It was she who 
gave the first alarm, causing Jef­ 
ferson’s arrest and leading offi­ 
cers to the spot where the Dunn 
girl's body was found. 
The Bolton girl staggered into 
the Boca Raton fire department 
early yesterday, dazed and terri­ 
fied. 
She sobbed out her story. 
Soon after Jefferson was picked 
up as he walked down a highway 
near the town and then Miss Bol­ 
ton led a party 
to 
the 
beach 
where Miss Dunn's body lay in a 
thicket 
Close by was the stalled 
automobile in which 
the 
girls 
were driven 
away 
from Miami 
last Monday. 
Movie Tests Promised 
According to the statement at­ 
tributed 
to 
Jefferson by police, 
pieced together 
with 
additional 
details given by the Bolton girl, 
Jefferson 
hod-winked 
the 
two 
youngsters into believing he could 
obtain screen tests for them. 
The 
first 
step in the “build 
up.” 
Jefferson was supposed to 
have told the girls, was the ob­ 
taining 
of 
photographs 
to 
be 
shown 
film 
executives 
These 
photos were to be made in Miami, 
and it was toward 
Miami 
the 
trio headed Monday. 
Some 35 miles along the road, 
near 
Boca Raton, Miss Bolton 
said, Jefferson drove the car off 
onto a lonely lane, drew a gun, or­ 
dered the 
girls to be quiet, and 
tied their hands 
with 
adhesive 
tape. 
Miss Dunn became 
frightened 
and screamed, her friend said, and 
Jefferson 
knocked 
her 
uncon­ 
scious with a pistol blow over the 
head. 
Then he dragged the inert 
grin into a thicket. 
Miss Bolton 
was able to tell little of what hap­ 
pened to her friend, except that 
she heard her moaning and cry­ 
ing. 
Jefferson came back to the 
car, and told her he had “finally 
beaten some sense" into the Dunn 
girl, Miss Bolton related. 
Police quoted Jefferson as ad­ 
mitting 
he 
killed the girl be­ 
cause : 
“She 
wouldn’t 
do 
what 
I 
wanted her to do." 
Many Aliases Listed 
Jefferson’s real name was said 
to be William 
Goedard, but he 
also was known, police said, as 
Thomas Ashwell, 
Thomas Coch­ 
ran, and by several other aliases. 
He had worked in Detroit, San 
Francisco, Cincinnati, Hollywood, 
Denver and other cities over a 
period of years, in radio and pic­ 
ture jobs. 
Several employers re­ 
called that he had been "brilliant 
but peculiar.” 
His 
peculiarities 
cost him most of his jobs. 


ONE MINUTE PULPIT 
I have learned, in whasoever j 
state I am, therewith to be con- j 
tent.—PhilHpplans 4:11. 
* J* 
* 


Mrs. 
Maizie Claypool, of near J 
New Holland, 
has resigned 
her 
position as nurse for the Chilli­ 
cothe Woman’s Benefit association 
to accept another position. 
She 
had served the Chillicothe organ­ 
ization for two years. 
* 
* 
* 


Order your peaches and toma­ 
toes for canning now. 
The time 
of good prices and quality pro­ 
duce is here. Phone 255, Clarence 
Wolf, Clover Farm Store. 
—ad. 


* 
* 
* 


Betty Jean Kreager, 14, daugh­ 
ter 
of 
Mr. 
and 
Mrs. 
Charles 
Kreager, Orient Route I, under­ 
went an operation in Berger hos­ 
pital Friday for removal of her 
tonsils. 
* 
* 
* 


Goeller’s Paint Store has an ad 
of interest to home owners. 
See 
it on page 12. 
—ad. 
* 
* 
* 
Circleville folk who have been 
following 
the 
horses 
of 
Harry 
Short will be interested to know 
he has sent three to the Wilming­ 
ton fair this week. 
Nine others 
are racing at Goshen, N. Y. 
Mr. 
Short is in New York. He expects 
to attend the Painesville, O., fair 
and then will take his horses to 
the Ohio State fair. 
* 
* 
* 
Miss Dorothy 
Duncan, of the 
Home Service Dept., visited the 
Ohio Fuel Gas Co. office Thurs­ 
day. 


* 
* 
# 
Morris 
liarshner, 
Laurelville 
Route 3, underwent a minor oper­ 
ation Friday in Berger hospital. 
* 
* 
* 
For a sweet dessert try one ot 
i our Orange cakes made with fresh 
oranges, 20c each. Fritz’s Steam 
I Bakery, 
phone 195 
for deliver. 
—ad. 
* 
* 
* 
John E. Jones, 67, of Kingston, 
was admitted to Berger hospital 
Friday for medical treatment. 
* 
* 
• 
Philip Gordon, E. Mound street, 
underwent an operation Wednes- 
‘ day in Grant hospital for the re- 
! moval of his tonsils and adenoids. 
• 
* 
* 
Mrs. 
Kenneth 
Henn was re­ 
turned to her home in E. Main 
I street, Thursday, from University 
I hospital, Columbus, in the Rine- i 
hart ambulance. 
* 
* 
* 
All property of B. O. Lewis, of 
Monroe township is bequeathed to 
j his 
widow', 
Hulda, 
and she is 
I named 
executrix 
under his will 
admitted to probate Thursday. 
* 
* 
* 
Marion Riley, Williamsport, has 
recovered from scarlet fever and I 
the quarantine has been removed 
from his home. There is only one 
quarantine in the county at pres­ 
ent, a scarlet fever case in Wayne ; 
township. 


L U T H E R A N S 
H O L D 
PICNIC 
M EE T IN G 
T H U R S D A Y 
E V E 


INDICTED YODTH 
ARRESTED AFTER 
TWO-CAR CRASH 


Snlte, ‘Iron Lung* Lad, M arries in Chicago 


Merle Ankrom, 
19, 
To Face 
Charges; Police Claim 
He Fled Scene 


(Continued from Page One) 
head, and her daughter, Betty Lou, 
13-months-old, cut over the right 
eye. 
Others who were unhurt in­ 
cluded Russell Hitchinson, 25, hus­ 
band of Rissi' Hutchinson; Rosella 
May, 5, and Genevieve Hutchinson, 
3, and Roy Marshall, 21, of Terry­ 
ville, Ky., a brother-in-law of Mr. 
Hutchinson. 
How the Hutching' i family es­ 
caped more serious injury is a 
puzzle to investigating 
officers. 
Their car was demolished. All were 
pinned under the automobile when 
it overturned in the ditch. 
Hutchinson told highway patrol­ 
men that he was driving south­ 
ward when the Ankrom automo­ 
bile crashed into the rearend of 
his machine. The wreck happened 
about 9:30 p. rn. The injured were 
taken to the hospital by a passing 
motorist. 


Paul Shiplett, 24, 
of 
712 N. 
North street, Washington C. H., 
is scheduled to appear in Mayor 
W. 
B. 
Cady’s court at 7 p. rn. 
Friday on a charge of reckless 
operation af an auto. 
He was ar­ 
rested 
early 
Friday and posted 
bond. 
Officers 
said 
they were 
checking traffic on Court street 
in an effort to locate a car re­ 
ported stolen in Chillicothe. They 
said 
Shiplett 
failed to observe 
their signal, refusing to stop. 


NAZIS IN DANZIG 
HEAR FOERSTER 


Hitler’s 
Agent 
Fails 
To 
Bring 
Crisis 
Nearer; 
60,OOO In Crowd 


(Continued from Page One) 
negotiations between Danzig and 
Polish representatives on the dis­ 
pute over Polish customs agents 
in the free city would begin next 
week, thereby easing the present 
tension. 
The tenor of Foerster’s speech 
bore out reports that he came 
from Berchtesgaden under orders 
from Hitler to avoid any provoca­ 
tive incident that might precipi­ 
tate a conflict. 
Looking 
on 
the 
rally 
as 
a 
“plebiscite by acclamation.” ob­ 
servers were 
impressed 
by 
this 
fresh proof that the vast majority 
of Danzigers favor reunion with 
the Reich, whatever it may cost 
them commercially. 
Sixty 
thousand 
of 
Danzig’s 
population of 108,000 attended the 
meeting and with a single voice 
yelled 
“pfui!” 
for 
Poland 
and 
chanted “we want to go home to 
the Reich.” 
True, the meeting was stage- 
managed in typically Nazi histri­ 
onic fashion, 
with 
search-lights 


blazing, banners flying, and the 
cheering evidently being led by 
young Hitlerites. 
Yet there was 
no doubt that the crowd’s enthusi­ 
asm was more than temporary. 
Foe rater had nothing new to say, 
other than to threaten Poland with 
another 
partition. 
"Tomorrow 
Poland will be only a dream,” he 
declared. 
"The fourth and tljis 
0 j 
time final partition will put an 
end to Poland's life.” 


NOTICE 


CANNING FACTORY 
EMPLOYEES 


For your benefit w e w ill 
continue to sell all shoes 
in our store at a reduction 
for 
at 
least 
tw o 
more 
w eeks. 
Save at least 15% 
on all Fall and W inter 
Footw ear by buying now 
at 
MACK’S 
SHOE STORE 


QTILL encased in the huge respirator which had 
^ been his “home” since he was stricken by 
infantile paralysis more than three years ago, 
Frederick B. Snlte, Jr., 29, world-famed “lad In 


the iron lung,” is joined in matrimony to pretty 
Miss Theresa Larkin, 25, of Dayton, who has been 
his steadfast friend throughout his long ordeal of 
illness. 
They are shown just after the ceremony. 


Four persons escaped without 
serious injury Thursday at 6:30 
p. rn. when a hill on Route 23, j 
north of Circleville, prevented one 
autoist from seeing the right-turn 
signal of another motorist. 
The car driven by J. 
Adam 
Fornoff, 21 Fornoff road, Colum- I 
bus, struck 
the 
rearend 
of the 
automobile driven by Miss Mildred 
Demmel, 64 S. Fourth street, Co­ 
lumbus, as the latter was turning 
from Route 23 to the residence of 
Ivan Deffenbaugh. 
Mrs. Deffen- 
baugh was riding in the latter car. 
Fornoff was accompanied by his 
son, William. 


RIBBENTROP AND R0TARIANS E N JO Y OU TING 
CIANO D I S C U S S SESSI0N:CLAMS 0N MENU 
CRISIS IN DANZIG! 
Rotarians, about 50 in number, 
[ enjoyed clam in all 
its 
many 
i forms, corn on the cob, water- 
j melon, and foods Thursday eve- 
I ning when the 
weekly 
meeting 
I was held at the Pickaway Country 
I Club. 
The evening proved to be 
I a highly successful one. 
--------------- o--------------- 


BRITISH GIVE UP 
THREE 
KILLERS 


-3> 
FARM NEWS 


Brief Items of Interest to 
Pickaway Farmers 


♦ 
FGARM BRIEFS 
Prices paid to 
United States 
farmers 
in 
mid-July 
were 
89 
percent of pre-war prices for the 
farm 
commodities 
and 
were 
6 
percent lower than in the same 
period in 1938. 


- A > 
M ARKETS 


♦- 
<£> 
CASH 
quotations 
made 
to 
farmers 
in 
Circleville. 


Wheat ........ 
Yellow Corn 
AVhite Corn 
S o y b e a n s 
. . . 


POILTIIY 
Bena ........................ 
Leghorn hen# 
........ 
Old rooster# 
........ 
Springers 
.................... 
Leghorn springers ... 


777777... 
Cream ................... 


.12 
OO 
.07 
.13-15 
.12 


.16 
20 


CLOSING MARKETS 
F t ti.M SU FII 111 
T H E J, W. IS SHEA, .WAX 4k SOXS 


A4 HH A T 
Sept.— 64% 
- 6 4 ^ 
65% 
65 % 
64 
64 
64 % 
64 % 
& % 
ft 6 4 
M ay- 
65 % 
64 % 
64% (y / % 
I OHM 
Open 
H i g h 
L o w 
C lose 
£ e p t . — 42% 
43 
42% 
43 
Dec.-—41 % 
42% 
41% 
42% «'% 
M ay-—44% 
45 % 
44% 
46 
OATS 
Open 
H i g h 
L o w 
Clo #6 
Kept.__27 Vh 
28% 
2 7% 
28% 
P e c . - —* i % 
I rn TU 
27 % 
27 % 
May-—21 % 
26% 
2 8 ^ 
28% 


The 
Brotherhood 
of 
Trinity 
Lutheran church met Thursday 
evening at the country home of Mr. j 
and Mrs. Harry Barthlmas, south 
of Williamsport. 
Baseball and horseshoe pitching 
were the diversions for the early 
| evening while two immense iron 
kettles were cooking an unlimited 
amount 
of 
several 
brands 
of 
Wayne Hoover’s sweet corn. This ; 
with hot wieners, buns, sliced to- 
j matoes, doughnuts, hot coffee and 
iced tea made the evening “lunch” 
served by the hosts. 
Prof. Rose and his German Band 
of Williamsport furnished music 
for the evening, this being a hit. 
“Tall Stories’’, the program of 
the 
evening, 
went 
haywire 
as 
brotherhood members “could not 
tell a lie”, so the contest ended in ; 
in true story event. 
The next and last outdoor meet­ 
ing of the year will be Sept. 14 
at G. M. Newton’s home, east of 
the city, just off 
the 
Ringgold 
pike. 


First purchases of butter by the 
Dairy Products Marketing Associ­ 
ation for the 1930-40 storage sea­ 
son were authorized by Secretary 
Henry A. Wallace on July 26. 
Funds permit 
purchasing 
up to 
25,000,000 pounds. 


Good to choice quality grades 
of 
flue-cured 
tobacco 
sold 
for 
from $8.50 to $12 less per hundred­ 
weight at the opening of the Geor­ 
gia tobacco markets on July 25 
than similar grades brought in the 
first sales at the same markets in 
1938. 


Figures released by members of 
the United States Department of 
Agriculture at a meeting of the 
World’s Poultry Congress in Cleve-1 
land showed that the capacity of 
commercial 
hatcheries 
had 
in- 1 
creased 50 percent in the last five 
years. 
The present hatching ca- j 
pacity is 407,000,000 eggs. 


CLOSING LIVESTOCK MARKET 
i n H M M f F I I HY 
T H E P I C K A W A Y CO UNTY F A R M 
IIL K E A t . 


< I.M IXN AT I 
RECEIPTS— Hog?#, 2089, 
l&c<&20c 
l o w e r ; Heavies, 225 t o 250 lbs, $5 85; 
Mediums, 
ISO 
to 
250 
lbs, 
$6,10; 
Light#. IOO to ISO lbs, $5.85; Pies, 
JOO to HO lbs, $4.0O<0)$4,75; Sows, 
#32&f>$3,75; Cattle, $61, $9.00*1 $9.30, 
t a I VSS, 
413, 
$9.50 & $10.00, 
Lambs, 
2809. $8.50(0 $9.26; Cow*, $5.00ti $6.50, 
Bulls, $5.00® $6.25. 
CHICAGO 
RECEIPTS — Hogs, 
steady, 
IOC, 
lower; Heil luma, 180 to 240 Iba, |5 90 
h *6 80; 
Cattle, 
500, 
$9.25 # $9 50; 
Calves. IOO, $10.50 (ft $10.75; Lambs, 
2000, $9.O0<&$9.15. 
I M H AX A PO LIS 
RECEIPTS— Hog#, 4500, 25c low ­ 
er; Mediums, 2P» to 220 lbs, $6 00 
B l F F A LO 
RKCE I PTS — Hog#, 650, I Or tff 15c 
low 
; Mediums, 180 to 230 lb#, $6,56 


*t &» 
CIRCLEVILLE 
RECEIPTS—Hogs, Heavies, 280 to 
$00 lb#, $5.25, 260 to 280 lbs. $5 55; 
Mediums, 240 to 260 lbs, ISO to 240 
dis, 
$6 00; Light#, 
160 to 180 lb#, 
15.75; 
140 to 
160 
lbs, $8.8&<&$5.«0- 
Pl ITS, IOO to 140 lbs, $5.25. 
---------------- o---------------- 


RHY MEH IN SECOND PLACE 
J 
D. Rhymer, 
of 
Stoutsville, 
w$Ms second and T. A. Willard, of 
A m an da, was fourth in the horse- 
‘ u~ pitching contest Thursday at 
Fairfield 
county 
Farmers 
Robert Grubb, of Thorn- 
was winner in the singles 


Personals 


s r 


Mrs. Charles Kiger and daugh- 
j ter, Ethel, of Pickaway township, 
were Thursday shoppers in Cir- 
! cleville. 


* 
* 
* 
Mrs. Anna Wing and daughter, 
of Williamsport, 
W 'ere 
Thursday 
j shoppers in Circleville. 
# 
* 
* 
Mrs. Beryl Stevenson 
was a 
j Circleville shopper 
from 
Wayne 
township Thursday. 


* 
* 
• 
Mrs. 
Harry 
Topolosky, 
Ash- 
I Ville, visited Circleville 
Thursday 
on business. 
• 
* 
* 
Mrs. 
William 
Radcliff. 
Wil­ 
liamsport, was a visitor in C ir c le - 
I V ille Thursday, 
* 
* ♦ 
Mrs. 
Joe 
Roof, 
Williamsport, 
; w a s a Thursday v is it o r to Circle- 
j Ville, 


rn 
rn 
0 
Miss 
Jane 
Colville, 
Wayne 
| township, 
was 
in 
Circleville 
I Thursday. 


Keep waterily pads free from 
insects by sprinkling them lightly 
I with nicotine dust. 


A drop in cash receipts on 65 
western Ohio farms in 1938, aa 
compared with 
1937, 
caused an 
average decrease of $64 spent for 
livestock, 
buildings, 
and 
farm 
machinery. 
A similar decrease on 
250,000 Ohio farms would mean I 
$16,000,000 less money invested in 
three items needed to keep the ! 
farm plant in first class operating 
condition. 


(Continued from Page One) 
Italy, it is likely that he will see 
Premier Dragisha Cvetkovitch of 
Yugoslavia. 
Hungarian 
Nazification is re­ 
garded as an essential prelude to 
any campaign 
against Rumania. 
Within recent years Hungary has 
been more within the Italian than 
the German orbit, and Rome, it is 
felt would view any swatch with 
disfavor. 
Today’s 
meeting 
was 
said to be the partial outgrowth 
of 
the 
Salzburg 
meeting 
last 
Monday between Von Ribbentrop 
and Count Stephen Csaky, Hun­ 
garian foreign minister. 
Before 
leaving 
Italy, 
Count 
Ciano talked with Toshio Shira- 
tori, 
Japanese 
ambassador 
to 
Rome, who is known 
to 
favor 
Japanese participation in the axis 
alliance. 
While the army leaders 
in Japan argue for Nippon’s entry 
and civil government authorities 
balk, there is reason to doubt that 
Germany and Italy would be will­ 
ing to pledge themselves to fight 
for Japan in a Far Eastern war. 
W'hile an iron-clad three-power 
alliance, therefore, may be out of 
the question, closer Japanese co­ 
operation with her anti-comintern 
axis 
partners 
is 
undoubtedly 
sought. 
Bernardo Attolico, 
Italian am­ 
bassador to Berlin, also arrived 
at Salzberg to participate in the 
conference. 
Reports 
that 
the 
Ciano-Von 
Ribbentrop meeting 
was a fore­ 
runner of a Hitler-Mussolini ren­ 
dezvous were doubted. 
The United States 
again fig­ 
ured largely in German news to­ 
day. 
A special Moscow dispatch 
to 
the 
Voelkischer 
Beobaehter 
said that Laurance A. Steinhart, 
new American ambassador to the 
Soviet Union, presented Premier- 
Foreign Commissar V. M. Molo­ 
tov with a letter /rom President 
Roosevelt even before presenting 
his credentials to President M. I. 
Kalinin. 
The newspaper thereupon drew 
the deduction that “Roosevelt ob­ 
viously is trying 
to 
assist his 
democratic London and Paris col­ 
leagues in their Moscow negotia­ 
tions” for a three-power alliance. 


P R E S ID E N T PU TS HIS NAM E 
ON 
SOCIAL 
S EC U R IT Y ACT 


HYDE PARK, N. Y., Aug, l l — 
President Roosevelt today signed 
the Social Security revision bill, 
which freezes employer-employee 
taxes at 
present 
schedules 
and 
starts old age benefits on January 
I, 1940 instead of January I, 1942. 


YOUNGSTOWN, O., 
GIRL 
ATTEMPTS 
TO TAKE 
L I F E 


NEW YORK, Aug. ll — Ruth 
Finzel, 
of 
Youngstown, 
O., 
a 
pretty blonde whose 15 years of 
life have already wearied her of 
further existence, was in Belle­ 
vue hospital 
today for observa­ 
tion after being rescued from the 
Hudson river. 
“I have nothing to live 
for," 
she sobbed. 
“Nobody loves me. 
I want to die.” 
Police said the girl ran away 
from home, arriving in New York 
Tuesday night. 
She lived at a 
hotel for a day until her money 
was almost exhausted and then 
moved to the 
waterfront. 
She 
struggled desperately with a pa- 
; trolman 
and 
a 
dockhand 
who 
; pulled her out of the river, biting 
I the policeman and attempting to 
I leap off a raft onto which they 
had placed her. 
In her bag were 
only a World’s Fair ring and a 
I souvenir coin. 


M A N IL A ’ S O U T S ID E 
H E A R T 
T O T S U F F E R S BRONCHITIS 


(Continued from Page One) 
British legal experts had served 
to convince Great Britain that a 
“prima facie” case exists. 
1 
Two of the Chinese held 
for 
their own safe-keeping by British 
authorities in Tientsin will be sur­ 
render to a local Chinese court on 
the direct charge of murder. Two 
j others will be handed over on 
charges of being members of an il­ 
legal terrorist organization. 
A fifth Chinese, whose arrest 
! last September did not become 
known until Britain’s decision was 
announced today, also will be sur- 
I rendered. 
Ambassador 
Craigie 
was 
in­ 
structed to point out to Japan that 
I this action by the British govern­ 
ment leads England to expect an 
immediate 
resumption 
of 
the 
Tokyo negotiations, hitherto stale­ 
mated because of sharp differences 
} of opinion on political and econ­ 
omic questions. 
The British are particularly an- 
j xious to thresh out the issue of 
the policing and future security 
of Tientsin, as well as the question 
of Chinese currency. 
Japan thus 
far has insisted on the surrender 
of 48,000,000 Chinese dollars held 
in Tientsin specie banks. 
r 


MANILA, 
P. 
I., 
Aug. 
11 - 
i Manila’s “outside heart” baby was 
stricken with bronchitis today. 
The five year old baby, born 
with her tiny heart appended to 
the exterior 
of 
her 
chest, 
was 
given heart stimulants to survive 
a crisis. 
The baby, named Mary Heart 
Rafael, was placed in an oxygen j 
tent when the respiratory trouble 
developed into bronchitis. 


FOR SATURDAY 


WILSON BROS. 
SPORT 
SHIRTS 


$ 1.00 
V alue ...... 22c 
I. W. KINSEY 
125 N. COURT ST. 


ll 111111 ll 1111111111111111111111111111111111111111111111111111111111111111111111 Ii 11111111111111U 
I 
try FROSTED MALTED 
J 


s 
the drink you eat with a spoon 
5 
I 
s c and i o c 
I 


r 
West 
E 
Main St. S I e v e r t S 
Phone 
145 
FREEZER FRESH 
ICE CREAM 
r.iim iiim m m m m iim m m m iiiiiim iiim m m im m im iim im m iim m im irr 
L u c k o f f ’s S p e c ia ls 


BE READY ON TIME FOLKS! 
SALE STARTS AT 9 A. M. ENDS IO A.M. 
30 ONLY! 
Indian 
Blankets 


HIGH 
GRADE 


FULL 


BED 


SIZE 


JACQUARD 
j | | B j | c 


REG. $1.19 VAL. 


66 x 76 
COTTON 
50 ONLY! 
B L A N K E T S 
SIZE 


FULL 


BED 


SINGLE 
for 


$ 
ON SALE 


SAT. MORN. 


9 to 10 a. rn. ONE HOUR ONLY! 


A f 


FOOD STORES 


Iona Tom . Juice tall . .3 for 25c 
Fla. G rapefruit 
No. 2 c a n .........................3 far 25c 
R epeater M u sta r d ..............Qt. 10c 
Tom . K etchup— 14 oz. 3 for 25c 
D aily D og F o o d ...................can 5c 
P acific T is s u e 
6 rolls 20c 
W hite Shoe Polish . . . . b o t . 10c 


Ann Page Salad 


€|l. 
J a r 


fall 
r a n # 
25c 


55c 


Dressing . . . . 


White House 
Evap. Milk • IO 


New Low Price—^White Naptha 
P&G Soap • • 7 b n 25c 


Whole Milk, Cracked Wheat, Soft Twist or 
Jumbo Loaf • 2 ** 15c 


L 
n Page Puddings—Ice Cream Powders or 
Sparkle 
*3 pkss IOC 


Mild Cream C heese 
........................... lh. 18c 


EIGHT O’CLOCK 
COFFEE 


A mo rte an 
|jnr#r«t 
Seller 
th 14c 


3 Pound B a g .................39c 


Camay Toilet Soap....................3 bars 17c 
Ivory Soap 2 lge. bars 19c-3 med. bars 17c 
Chipso Flakes or Granules 2 lge. pkgs. 39c 
Oxydol—small pkg. 9c . .2 lge pkgs. 39c 
Ivory Soap Flakes.................large pkg. 23c 
Sweetheart Soap..........................4 bars 18c 


Fresh Fruits and Vegetables! 
Bananas • 
• 
. 
5 
25« 
Cucumbers. . . 2 - Sc 
Tom atoes........ 2 9« 
P otatoes...........- 32c 


Swiss or 
ROUND 
STEAK 


lb. 35c 


Center Cuts 
CHUCK 
ROAST 


lb. 21c 


Assorted 
Luncheon 
MEATS 


lb. 35c 


Sunnyfield 
Frying 
Chickens 


ea. 69c 


Cube Steak— 
from lirloin t i p s 
lb. 43c 
Standing Rib R o a s t 
lb. 27c 
Freshly Ground B eef . . . ,1b. 19c 
V eal Loin or Rib Chops . .lb. 31c 
V eal Shld. C h o p s 
lb. 
27c 
V eal S t e a k ...............................lb. 41c 
V eal or Lamb Patties 6 to lb. 29c 
Pure Pork S a u s a g e 
lb. 19c 
Arm our’s 
Star Frankfurters . . . . l h . 19c 
Arm our’s Star Bologna . . l b. 17c 
Fresh Pork 
L iv e r ...............lh. 15c 
S. F. Sliced B a c o n 
lb. 
25c 
Piece B a c o n ...........................lb. 15c 
Savory Cooked Ham Va lh. 29c 
A sst. C heese Spreads . . . .lb. 29c 
A sst. Luncheon C heese . .lh. 32c 
S. F. Sm oked C alas . . . . . .lb. 19c 
W hole or Shank H alf 
S. F. Sm oked Ham s . . .lb. 29c 
Pure Lard— in cartons . . . l b . Sc 
H addock F i l l e t s 
2 lb. 25c 
A&P /W 
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BAND OF V. F. W. 
TO BE DRILLED 
FOR FALL EVENT 


50 Youngsters, Many Of Them 


Advanced In Music, Report 
For First Practice 


F R E D H IN ES 
IS 
D IR EC TO R 


Post To Buy Uniforms; Fish 
Fry Planned At Ashville 
On Labor Day 


Th e 
Circlev ille post. Veterans 
of Foreign Wars, expects to h av e 
a band of about 50 pieces in th e 
near future. 
Approximately th at number of 
youngsters reported at th e post 
h eadquarters Th ursday nigh t for 
• th e first meeting of th e musical 
organization. 
About h alf of th e group 
were 
adv anced 
pupils 
wh o h ad th eir 
own 
musical» instruments 
and 
took part in th e first 
practice. 
In th e oth er 
h alf 
th ere 
were 
youngsters wh o h av e h ad 
some 
musical training, and some were 
beginners. 
Instruments for th ese 
youngsters will be purch ased Sat- 
• urday by th e 
post. 
Ev entually 
th e two groups 
will be worked 
into one band. 
Fred 
Hines, of 
Ash v ille, 
is 
director. 
Practices 
will be alternated between Circle- 
v ille and Ash v ille. 
Th e post committee in ch arge 
of 
th e 
band 
includes 
Sh erman 
Hoov er, Ash v ille, 
ch airman, and 
James 
Fouch and R. G. Grose, 
Circlev ille. 
It is planned to h av e th e new 
% band participate in th e Pumpkin 
Sh ow. 
Arrangements are being worked 
out for a carniv al and fish fry 
to be h eld in Ash v ille on Labor 
Day. sponsored by th e post. 
Rey­ 
nolds Ch ester is, ch airman of th e 
committee making arrangements 
for th e carniv al. 
----------------o--------------- 


Circlev ille and Co mmunity 


Church o f Christ In Christian 
Unio n 
Rev . 
O. L. 
Ferguso n, 
pasto r: 
9 :3 0 a. m., Sunday scho o l; 10:3 0 
a. m., preaching, 8 p. m., preach­ 
ing. 


First Presby terian 
Adult Sunday scho o l will be held 
at 9 :3 0 a. m. 
The nex t wo rship 
serv ice will be o n Sunday , Sept. 3 . 


Church o f the Brethren 
Rev . 
Charles 
Essick, 
pasto r; 
9 :3 0 au m., Sunday scho o l; 10:4 5 
a. m., mo rning wo rship; 7 p. m., 
pray er serv ice; 7 :3 0 p. m., so ng 
serv ice, and 8 p. m., preaching ser­ 
v ice. 


Calv ary Ev angelical 
Rev . S. S. Dav is, 
pasto r: 
9 
a. m., Sunday scho o l, C. O. Leist, 
superintendent; 10 a. m., mo rn­ 
ing wo rship; 7 p. m., E. L. C. E., 
7 :4 5 p. m., ev ening serv ice; Wed­ 
nesday , 7 :3 0 p. m., pray er meet­ 
ing. 


Metho dist 
Rev . Charles F. Bo wman, pas­ 
to r: 9 :15 a. m., church scho o l, 
W. Earl Hily ard, superintendent; 
10:3 0 a. m., mo rning wo rship. 


Trinity Lutheran 
Dr. G. J . and Rev . G. L. Trout­ 
man, pastors: 
9 a. m., Sunday 
sch ool; 
10:15 
a. 
m. 
morning 
worsh ip. 


First United Brethren 
Rev . Ewing Ross, pastor: 9 :15 
a. m., Sunday sch ool, J. R. Kirk­ 
patrick, 
superintendent, 
10:30 
a. m., worsh ip; 7:30 p. m., ev e­ 
ning 
serv ice; 
Wednesday, 7:30 
p. m.. prayer meeting. 


St. J o seph’s Catho lic 
Rev . Fr. J. J. Herman, pastor; 
Sunday masses 8 and 10 
a. tn., 
week day mass, 7:15 a. m. 


Seco nd Baptist 
Rev . C. L. Th omas, pastor; Sun­ 
day sch ool, 9 :30 
a. 
m., 
James 
Scott, supt.; Barbara Joh nson, sec­ 
retary: worsh ip, 10:45; B. Y. P. U., 
6:30; sermon, 7:30. 


NATION’S CROP 
OF 
CORN 
IS 2,459.888,000 B U S H ELS 


WASHINGTON, Aug. 1 1 - Th e 
nation’s corn crop th is year was 
estimated today at 2,459 ,8 8 8 ,000 
bush els by th e 
crop 
reporting 
board. 
Th e indicated yield was 
estimated at 27.1 
bush els 
per 
acre from th e 9 0,734,000 acres for 
h arv est. 
Th e wh eat crop was 
fixed at 
731.432,000 
bush els, 
yield 
per 
acre— 13.3 bush els. 


Church o f Christ 
Serv ices will be h eld 
at 
236 
E. Franklin street. 
Bible sch ool 
will be at 2 p. m., th e worsh ip 
serv ice at 2:45 p. m. 


Ashv ille Church of Christ 
In Christian Unio n 
Rev . J ames Hicks, pasto r 
Sunday sch ool will be h eld at 
9 :30 a. m., Nancy Wallen, super­ 
intendent; 
10:30 a. 
m., 
prayer 
serv ice; 7 p. m.. young people’s 
serv ice; 
8 
p. 
m., 
preach ing; 
WALLACE 
SPECIALS 


TRY OUR BUTTER BREAD 
ON SALE— EVERY TUES.— THURS. & SAT. 


FRIDAY and SATURDAY 
AUGUST 11 and 12 


Co mbinatio n Dev il’* Fo o d and W hite 
Lay er Cake, W hite I c in g........................ 3 0c 


Butternut Streusel, 
each ........................... 
12c 


MONDAY & 
TUESDAY 


August 14 and 15 


Cho co late Ro lls 
W hite Icing, 
6 f o r............... 
Raisin Co v ered 
Pies, each . . 
Cream Filled 
Lunch Sticks, 
6 f o r................. 


10c 
20c 
15 c 


WEDNESDAY 
& THURSDAY 


August 16 


Cream Filled 
Lunch Sticks, 
6 f o r............... 
Pecan Twist 
Ro lls, 6 fo r . . 
Raisin 
Co v ered Pies, 
each ............. 


and 17 
15 c 
12c 
20c 


ALL-WEEK SPECIALS 
10c 
Nut Ro lls, Caramel Icing 
6 f o r................................. . 
• • • • • • • • 


Cinnamo n Ro lls, Caramel Icing 
6 f o r ............................................................... 
10c 


W ine Cake 
Ex tra Special! e a ....................... .............. 
15 c 


Bakers o f Ho ney Bo y Bread and Ed’s Master Lo af 
ED. WALLACE 
BAKERY 


127 W . Main St. 
Pho ne 4 8 8 
Circlev ille, Ohio 


Thursday , 8 p. m., pray er 
and 
praise serv ice. 


wo rship; 10:3 0 a. m.. church scho o l. 
Hay nes: 
9 :3 0 a. 
m., 
church 
scho o l; 8 p. m., 
ev ening wo rship, 
sermo n by the pasto r. 
Laurelv ille: 9 :3 0 a. m., church 
! scho o l. 


United Brethren Church 
O. W. Smith, Pasto r 
Ashv ille 
Sunday Scho o l 9 :15 a. m. 
Wade Canter, Supt, 
Mo rning Wo r3 hip 10:3 0 a. m. 
Sermo n by the pasto r. 


Lutheran Parish 
Rev . H. D. Fudge, Pasto r 
Div ine Wo rship 9 :3 0 a. m. 
Sunday Scho o l 10:3 0 a. m. 
Scio to Chapel 
Sunday 
scho o l, 
9 :3 0 a. 
m. 
preaching to fo llo w. 


Williamspo rt Christian 
F. G. Strickland, pasto r; serv ice 
ev ery Sunday at 7 :3 0 p. tn. 


Williamspo rt Metho dist 
D. H. Ho useho lder, pasto r; Sun­ 
day scho o l, 9 :3 0 a. m.; mo rning 
wo rship, 10:3 0; Epwo rth league, 
Tuesday , 7 p.m . 


St. Paul Lutheran Church 
Rev . E. H. Wintero ff, Pasto r 
St. Paul 
Sunday Scho o l 9 :00 a. m. 
Div ine Serv ices at 10:0v a. m. 


Kingsto n Metho dist Parish 
Kingston: 
9 :45 
a. m., church 
sch ool, Carl Hoh enstein, superin­ 
tendent; 10:45 
a. m., morning wo r­ 
sh ip and sermon. 
Th e Epwo rth 
League will h av e an open air meet­ 
ing at 7 p. m. on th e parso nage 
lawn. 
F. 
M. 
Mark, 
pasto r at 
Emmett's ch apel and a group o f 
young folk will take part in 
the 
program. 
Beth el: 9 :30 
a. 
m., 
ch urch 
sch ool, Neal Albin, superintendent. 
Th e Epworth League will meet at 
7 p. m. at Logan Elm pArk. 
Crouse Ch apel: 9 a. m., ch urch 
sch ool, Mrs. Goldie Gurilock, super­ 
intendent: 10 a. m., mornink wor­ 
sh ip and 
communion 
serv ice in 
ch arge of th e pastor. ' 
Salem: 9 a. m., morning worsh ip 
and serv ice in ch arge of th e pas­ 
tor; 9 :4r« a. m., ch urch sch ool, Mrs. 
Margaret 
xton, superintendent. 


Ch urch of th e Naiarene 
Th e Rev . Mrs. A. M. Mo reh ead, 
pastor: 9 :30 a. m., Sunday sch ool; 
10:45 a. m.. preach ing; 6:30 p. m., 
N. Y. P. S. meeting; 
7:30 p. m., 
ev ening serv ice. 
Th e midweek 
prayer serv ice will be Th ursday at 
7:30 p. m. 


Emmett’s Ch apel 
F. M. Mark, minister 
Ch urch sch ool will be h eld at 
9 :45 a. m. under th e direction of 
Mrs. B. W. Young. 
Th e morning 
worsh ip serv ice will be h eld at 
10:45 a. m. 


South Bloomfield Meth odist 
Ch arge 
Walnut Hill: 9 :45 a. m., div ine 
worsh ip and sermon; 10:45 a. m., 
ch uft'h sch ool, Walter Reese, super­ 
intendent. 
Th e fourth quarterly 
conference will be h eld at 8 p. m. 
Dr. J. 7 a Jones, superintendent, 
will preach . 
Lockbourne: 10 a. m., 
ch urch 
sch ool, Paul E. Peters, superin­ 
tendent; 11 a. m., worsh ip serv ice. 
South Bloomfield: 
9 :30 a. m., 
ch urch sch ool, Harry Speakman, 
superintendent. 
Sh adev ille: 10 
a. 
m., 
ch urch 
sch ool, Howard Hubbard, superin­ 
tendent: Th ursday. 8 p. m., mid­ 
week prayer and Bible study. 


Adelph i Meth odist Parish 
Rev . Paul C. Scott, pastor 
Adelph i: 9 :30 
a. 
m., 
ch urch 
sch ool; 10:45 a. m., morning wor­ 
sh ip. 
Hallsv ille: 9 :30 a. m., morning 
TRIPLE 
BOTTLE WASH 


Pro v es to be a suc­ 
cess— used 
o nly by 


CIRCLE CITY 
DAIRY 


Tarlton Meth odist Ch arge 
S. N. Root, Minister 
Tarlton: 
9 :30 
a. 
m., ch urch 
sch ool. Mrs. Edith Poling superin­ 
tendent, Franklin 
Ballard, 
song 
leader, and Miss Ella Mae Spang­ 
ler, pianist; 10:45 a. m., morning 
worsh ip. Th e King’s Helpers class 
will meet Th ursday nigh t in th e 
social rooms of th e ch urch . 
Boy 
Scouts will meet on Friday nigh t. 
Beth any: 10 a. m., ch urch sch ool, 
L. J. Dixon, superintendent, Mrs. 
Ch arles Ju. 
i, pianist. 
Th e an­ 
nual h omecoming will be Sept. 3. 
Drinkle: 9 :30 a. 
ni., 
morning 
worsh ip; ' 
0 a.m., ch urch sch ool, 
Rev . H. W. Woodard, superintend­ 
ent. and Miss Esth er 
Fosnaugh , 
pianist. 
Oakland: 9 :30 
a. 
m., ch urch 
sch ool. Leroy Arter, superiutend- 
ent; Mrs. 
Myrtle jfteichelderfer, 
pianist: 8 p. m., pitc h ing . Pray­ 
er meeting will be h eld Wednesday 
nigh t with Ira McDonald as class 
leader. 
« 
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Sunday, August 
13 , Marburger 
reunion at th e grange h all, north 
of Ash v ille; 
Th ursday. 
August 
17, Hopewell ch urch fish fry at 
Hopewell ch urch ; Friday ev ening, 
August 18 , Mrs. Martin Cromley, 
piano pupils recital at local M. E. 
ch urch 
with 
public 
inv ited; 
Th ursday, August 24, Baum re­ 
union near Bainbridge; Septem­ 
ber 2 and 4. Saturday and Mon­ 
day. V. F. W.’s picnic at Ash v ille 
Community park; 
September 5, 
Tuesday, beginning 
of 
Ash v ille 
sch ools. 
— 
A sh v ille-------------------- 


Wh at v v e said a couple of days 
ago about th e 19 0-turkey flock of 
th e Hinsons at East Ringggold, 
h as ch ased 
up 
oth ers wh o too, 
know th eir turkeys. 
Th ere is a 
flock of 144 poults ov er at th e 
Dick Hedges place six weeks of 
age. th ey tell us, with an av erage 
w’eigh t of th ree pounds. 
And u 
close account is kept of th e cost 
of th e feed consumed 
by 
th is 
flock until marketed. 
Th e Hin­ 
sons are too, 
keeping track of 
costs. 
Hav en’t yet contacted th e 
Cline turkey raiser ov er in Dar- 
byv ille 
territory. 
So 
wish 
all 
th ese turkey raisers nearby h av ­ 
ing plenty of Th anksgiv ing birds 
in th e making, th ere sh ould be no 
.sh ortage in th e supply. 
Ash v ille 
An 
adjourned 
session of th e 
v illage council will be h eld at th e 


G LITT’S 
Ice 
C ream 


* A «Y T 4t 


^ 1 CAN'T HELP IT, 515- TH E ^ 
SWELL TASTING MILK FPOM 
BLUE RIBBON DAIRY I* 
GIVES ME SO MUCH PEP 
I OUST NATURALLY HAVE 
'O SLIDE UP 
BANISTERS 
INSTEAD OF 


I ASSORTED FLAVORS ( 
I 
Qt. 


I 
2 3 c 
i 
i 
VANILLA 
Q t. 
I 
1 9 c 


7 24 S. Co urt St. 


Çeîdùt# 
Quern 


|« MMN 


ñ 


s . 


PHONE 
534 


HUNN’S MEAT MARKET 


ALWAYS FRESH 
116 E. MAIN ST. 
Fresh Galas 
Spare Ribs 
J o wl Baco n 
Po rk Cho ps 
Bo lling Beef 


V ou it* 
Pork 
• 
# 
th 


Lea n 
Mfniy 
a 
tb 


Lena 
Mfatjr 
th 


lb 


5 0 LB. LARD 
AND CAN 
3 .0 0 


LIVER PUDDING 
3 lbs. 
20c 


WIENERS 
Ho me Made—lb . 
20c 


BULK SAUSAGE 
lb. 
15 c 


SMOKED 
BACON 
3 Lbs. o r Mo re 
15c 


SMOKED 


SAUSAGE 
‘ 20c 


Sliced Po rk 
LIVER 
3 25c 


J UMBO 
BOLOGNA 
>15c 


Hamburger 
Bo neless 
Smo ked 
BACK 


Fresh Gro und 
FISH 
Ham Ho cks 
BACON 
15c 
*10c 
°10c 
■ 8c 


co uncil chambers this Friday ev e­ 
ning. 
The questio n o f mo st im­ 
po rtance to be bro ught to a set­ 
tlement, if po ssible, at this ses­ 
sio n, is the impro v ements to be 
made within the co rpo rate limits 
o f East 
Lawn 
additio n. 
It is 
ho ped to get a W.P.A. grant to 
assist in completing 
this 
wo rk. 
--------------------- As hv i lle — — 
- 
Th e 
St. 
Paul 
Sunday 
sch ool 
h eld its annual picnic yesterday 
at th e Madison sch ool 
grounds. 
Games, eats and 
v isiting 
corn- 
composed th e playday program. 
Th e Mich igan fish ermen, Sark, 
Peters, Hess and Sch legel will be 
h ome tomorrow'. 
And 
th e 
six 
boys at Gold Cliff will end th eir 
week’s outing, too. 


wicz, was sho t accidentally in the 
hip w*hen he go t in the line o f 
po lice fire. 
Th e three y o uths had fled fro m 
th e Ch icago criminal co urts build­ 
ing by 
climbing thro ugh a win­ 
dow' and down 
a fire 
escape to 
wh ere a police car was parked. 
Ail were suspected members o f an 
auto th eft gang. 
--------------- o--------------- 


$20.000 
DAM AGE 
ACTION 
F O L L O W S F A T A L AC C ID ENT 


Arch ie Peters’ card reach ing us 
from 
Pittsburgh 
dated th e 6th , j 
inst., says th ey are h av ing a fine 
time on th eir v isit at th e h ome j 
of 
th e 
Williamsons. 
Mrs. 
Wil­ 
liamson. h is sister, 
th e 
former 
Crissie Peters. 
Nice cool weath er 
h e says and th at th ey v isited Fort 
Pitt and th e old block h ouse built 
in 1764 and w'h ich 
gets 
under 
water sometimes as many as 20 
feet. 
Th e picture card sh ow's th e 
Golden 
Triangle, and a part of 
th e 
some 
200 
bridges in and 
about th at 
city. 
Also th e two 
riv ers, 
Allegh eny and Mononga- 
h ela, 
wh ich 
togeth er form th e 
source of th e Oh io. 
Also h av e 
cara from Supt. of Sch ools C. A. 
Hie ley at th e New' York World's 
Fair wh o says New York is fine 
but Ash v ille will look good for a 
ch ange. 
A sh v ille 


A 
dally 
supply 
of 
FRESH, 
WHOLESOME 
BLUE 
RIBBON 
MILK prov ides food energy for 
work, play, study, and keeps th em 
always ready for activ e fun. 


FLEEING 
YOUTH 
SHOT TRYING TO 
ESCAPE P O L I C E 


COLUMBUS. Aug. 11—A $20,- 
000 damage suit filed in Common 
Pleas court today recalled Frank­ 
lin county's worst traffic accident 
of th e year. July 9, in wh ich fiv e 
persons w'ere killed and fiv e in­ 
jured. 
Action 
was 
brough t by Wil­ 
liam J. Driscoll. 39, of Columbus, 
driv er of one of th e cars th at col­ 


lided head-o n o n the CCC high 
at 
nearby 
Gro v e City . Donald 
Hammo nd, 20, also o f Co lumbus, 
was 
named 
defendant. 
He tl 
legedly dro v e the seco nd car 


<*> 
FOR SATURDAY 


.$2 W ilso n Bro s. 
SUMMER 
DRESS SHIRTS 


$ £ 
. 0 
0 


I. W. KINSEY 
125 N. COURT ST. 


GARY. Ind.. Aug. 11 — One of 
th ree youth s wh o fled from cus­ 
tody in Ch icago yesterday, escap­ 
ing in a police car. w-as in a seri­ 
ous condition from bullet wounds 
today following recapture of th e 
trio in Gary. 
Th e wounded prisoner, wh o was 
giv en only a sligh t ch ance to re­ 
cov er 
was 
Joseph Salecki, 22, 
sh ot by police wh en h e tried to 
run from a h ouse wh ere h e and 
h is companions were surrounded. 
Th e oth ers captured were Peter 
Dutkiewicz 
and 
Stanley 
Puzio, 
both 22. 
Ignatious Lampart, 52. 
described as an uncle of Dutkie- 


—» 


REMOVE STAINS 
KEEP 
cm « *** 


QUART Jg ^ AT ALL 


ROM AN CLEANSER 
w hitens clothes 


ARMOUR’S ................Lg. Tin 17c 


Ron« ! R if f . 
CAMPBELL’ S 
2 Sm. ( ans 15c 


T o m a to Soup. 


ICED TEA 
Vi Lb. Pkg. 25c 


K r o g f r ’« W eue» Hr « nd. 


GLOSS STARCH 8 Lb. Pkg. 17c 
K roner*» 
A v alon. 


CAMAY SOAP . . . . . . S Cakes 16c 
Karlal so n p. 
9 


FINE D R E F T 
Lg. Pkg. 21c 
Sm. Sl*f I’Ug. I Se. 


FINE FLOUR ................5 Lbs. 15c 
( o u nt r y « lui* 
I’a ntry 
» -'lour. 


Kro ger’s Fresher 
CLOCK BREAD 


F G e 
\ a rie tte * 


D I T T T T D 
Kro ger’s Co untry Club 
D U 1 1 CIV 
Print Lb. 26 c 
Lb 
Roll L O C 


PURE LARD 
“ 
¿ i r 
Lb. 7c 


APRICOTS 
uS%r 
2 
25c 


PICKLES 
<uoum^ 
r 
3 
25c 


TWIN KLE 
aJ Ä » « » 
3 
Pkgs. J Oc 


GOLD MEDAL 
24 Lb. 7 A 
Sack • 0 C 


n w 
n n i 
Granulated So ap. 
O 
U Ä I U U L 
Giant Pkg. 5 5 c 
L 
Lg . n 
Pkgs. J 9 c 


¿7/ e rÄ a n d SM O K E D q u a /ilt/ M E A T S 


BEEF STEAKS 


CHUCK ROAST 


RIB ROAST 


GERMAN WIENERS 


M rlotn. P o r te r h o u s e , o r R lh 
C ut* 
K roger*» 
C. Q. 
B eef 
th 


C h olee « e nte r C u t* 
C. <|. Beef 
tb 


C u t f ro m K r o g e r ’» 
C o n tro lled Q uality 
tb 


K r o g e r ’» F i ne F la v o re d 
T riple 
T e a t 
S anu ag e 
lb 


29c 


18c 


25c 


29c 


SHORT RIBS .................................. Lb. 17c 


F r o m € '. Q. Beef. 
HAMBURGER ............................ L b. 17« ,<* 


F r a nkly f.ro u nd. 
BEEF ROAST ..................................... Lb. 24c 


R o u nd S h o u lde r t ut* t . Q. lleef. 


BEEF LIVER .................................. Lb. *fie 


Sliced. 
TENDERLOINS ...................................Lb. 22c 


F r e a - S h o r e lla ddo e k Fl*h . 


PERCH FISH ....................................... Lb. 25e 


T e nde r lo ins . 


MALAGA GRAPES 
LARGE BANANAS 
FANCY PEACHES 
HEAB LETTUCE 


Califo rnia 
F a n e y 
Red Frnlf 


G olden Ripe. 
F e o no m le a lly P ric e d 


V. S. No. 1 G ra de 
F lh e r ta 
F r e e s to ne 


L a r g e Ml M» e 01*1« H ead*. 
\ 1 nine 


.2 - 17c 
. 5 
25c 
. 6 
25c 
2 - 1 5c 


Kro ger’s Embassy 
DRESSING 


R ic h e r, 
C re a m ie r. 
S m o o th e r 
S alad 
llre anlng . Special 
P rice. 


Qt. 
J a r 21 


ORANGES . . . . 
5 Lbs. 23c 
I nllf o r nla F r u it. 


APPLES . . . . . . . . 5 Lbs. 19 c 
V. S. No. X Oh io W e a lth y. 


POTATOES . . . . . Peck 29 c 
No, 1 Oh io t oh h lera. 


CABBAGE ............4 Lbs. 10c 


Medium 
Staed 
Head*. 


RADISHES ----- 8 Bcfas. 19 c 


H o m e G ro w n. 


CARROTS . . . 3 Bch s. 19 c 


A Ino F re * h Meet*. 


VITAMINS 
s A-B-D-G Vitamin C ap- 
wlll keep you feeling fit. 
30 Days’ S u pply 
....................... 
ft'k* 


T I N E 
IN 
TO — “T h e 
F.dl- 
t o r ’a 
D augh ter** — AVBNS 
9 )45 
a. m . 
a nd 
“ Linda** 
F i r s t L o v e " — H I W t*iOO 
a. 
nt. — 'Monday 
th r o u g h 
F rida y. 
« 


«■ 


Friday, August l l , 1939 
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TO BE DRILLED 


FOR FALL EVENT 


THE DAILY HERALD— CIRCLEVILLE, OHIO 
P a g e 


50 Youngsters, Many Of Them 


Advanced In Music, Report 


For First Practice 


FRED HINES 
IS 
DIRECTOR 


Post To Buy Uniforms; Fish 


Fry Planned At Ashville 


On Labor Day 


Circleville and Community 


Church of Christ In Christian 
Union 
Rev. 
O. L. 
Ferguson, 
pastor: 
9:30 a. rn., Sunday school; 10:30 
a. rn., preaching, 8 p. rn., preach­ 
ing. 


First Presbyterian 
Adult Sunday school will be held 
at 9:30 a. rn. 
The next worship 
service will be on Sunday, Sept. 3. 


Church of the Brethren 
Rev. 
Charles 
Essick, 
pastor; 
9:30 a* rn., Sunday school; 10:45 
a. rn., morning worship; 7 p. rn., 
prayer service; 7:30 p. rn., song 
service, and 8 p. rn., preaching ser­ 
vice. 


Thursday, 8 p. rn., prayer 
and 
praise service. 


United Brethren Chnrch 
O. W. Smith, Pastor 
Ashville 
Sunday School 9:15 a. rn. 
Wade Canter, Supt. 
Morning Worship 10:30 a. rn. 
Sermon by the pastor. 


Lutheran Parish 
Rev. IL D. Fudge, Pastor 
Divine Worship 9:30 a. rn. 
Sunday School 10:30 a. rn. 
Scioto Chapel 
Sunday 
school, 
9:30 
a. 
preaching to follow. 
rn. 


The 
Circleville post, V eterans 
of Foreign W ars. expects to have 
a band of about 50 pieces in the 
near future. 
A pproxim ately th a t num ber of 
youngsters reported a t the post 
headquarters T hursday night for 
• the first m eeting of the m usical 
organization. 
About half of the group 
w ere 
advanced 
pupils 
who had their 
own 
musicale 
instrum ents 
and 
took p a rt in the first 
practice. 
In the other 
half 
there 
w ere 
youngsters who have had 
some 
m usical training, and some w ere 
beginners. 
Instrum en ts for these 
youngsters will be purchased S at- 
* urday by the 
post. 
E ventually 
the two groups 
will be w orked 
into one band. 
Fred 
Hines, of 
Ashville, 
is 
director. 
P ractices 
will be alternated between C ircle­ 
ville and Ashville. 
The post com m ittee in charge 
of 
the 
band 
includes 
Sherm an 
Hoover, Ashville, 
chairm an, and 
Jam es 
Fouch and R. G. Grose, 
Circleville. 
It is planned to have the new 
% band participate in the Pum pkin 
Show. 
A rrangem ents are being worked 
out for a carnival and fish fry 
to be held in Ashville on Labor 
Day. sponsored by the post. 
R ey­ 
nolds C hester is, chairm an of the 
com m ittee m aking arrangem ents 
for the carnival. 


Calvary Evangelical 
Rev. S. S. Davis, 
pastor: 
9 
a. rn., Sunday school, C. O. Lelst, 
superintendent; IO a. rn., morn­ 
ing worship; 7 p. rn., E. L. C. E., 
7:45 p. rn., evening service; Wed­ 
nesday, 7:30 p. rn., prayer m eet­ 
ing. 


Methodist 
Rev. Charles F. Bowman, pas­ 
tor: 9:15 a. rn., church school, 
W. Earl Hilyard, superintendent; 
10:30 a. rn., morning worship. 


NATION’S CROP 
OF 
CORN 


• IS 2.459,888,000 BUSHELS 


W ASHINGTON, Aug. l l —T he 
nation's corn crop this y ear was 
estim ated today a t 2,459,888,000 
bushels by the 
crop 
reporting 
board. 
The indicated yield w as 
estim ated a t 27.1 
bushels 
per 
acre from the 90,734,000 acres for 
harvest. 
The w heat crop was 
fixed a t 
731,432,000 
bushels, 
yield 
per 
4 ' acre— 13.3 bushels. 


Trinity Lutheran 
Dr. G. J. and Rev. G. L. Trout­ 
man, pastors: 
9 a. rn., Sunday 
school; 
10:15 
a. 
rn. 
morning 
worship. 


W illiamsport Christian 
F. G. Strickland, pastor; service 
every Sunday at 7:30 p. rn. 


Williamsport Methodist 
D. H. Householder, p asto r; Sun­ 
day school, 9:30 a. rn.; morning 
worship, 10:30; Epworth league, 
Tuesday, 7 p. rn. 


St. Paul Lutheran Church 
Rev. E. H. W lnteroff, Pastor 
St, Paul 
Sunday School 9:00 a. rn. 
Divine Services at 10:0c a. rn. 


worship: 10:30 a. rn., church school. 
H aynes: 
9:30 
a. 
rn., 
church 
school; 8 p. rn., 
evening worship, 
sermon by the pastor. 
Laurelville: 9:30 a. rn., church 
school. 


Kingston Methodist Parish 
K ingston: 
9:45 
a. rn., church 
school, C arl H ohenstein, superin­ 
tendent; 10:45 a. rn., m orning wor­ 
ship and serm on. 
The Epworth 
League will have an open air m eet­ 
ing a t 7 p. rn. on the parsonage 
lawn. 
F. 
M. 
M ark, 
pastor at 
E m m ett’s chapel and a group of 
young folk will take part in the 
program . 
Bethel: 9:30 
a. 
rn., 
church 
school, N eal Albin, superintendent. 
The E pw orth League will m eet at 
7 p. rn. a t Logan Elm park. 
Crouse C hapel: 9 a. rn., church 
school. M rs. Goldie Gunlock, super­ 
intendent; IO a. rn., m ornink wor­ 
ship and 
com munion 
service in 
charge of the pastor. r 
Salem : 9 a. rn., m orning worship 
and service in charge of the pas­ 
tor; 9:4^ a. rn., church school, Mrs. 
M argaret 
xton, superintendent. 


Church of the Nazarene 
The Rev. Mrs. A. M. Morehead, 
pastor: 9:30 a. rn., Sunday school; 
10:45 a. rn., preaching; 6:30 p. rn., 
N. Y. P. S. m eeting: 
7:30 p. rn., 
evening service. 
The m idweek 
prayer service will be T hursday at 
7:30 p. rn, 
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Sunday, A ugust 13, M arburger 
reunion a t the grange hall, north 
of Ashville; 
Thursday. 
A ugust 
17, Hopewell church fish fry a t 


wicz, was shot accidentally in the 
hip when he got in the line of 
police fire. 
The three youths had fled from 


council chambers this Friday eve­ 
ning. 
The question of m ost im­ 
portance to be brought to a se t­ 
tlem ent, if possible, a t tnis ses­ 
sion, is the im provem ents to be the Chicago crim inal courts build- 
made w ithin the corporate lim its I ing by clim bing through a win- 
of E ast 
La WTI 
addition. 
It la j dow and down a fire 
escape to 
hoped to get a W .P.A. g ra n t to where a police car was parked, 
assist in com pleting 
this 
w ork, j All were suspected members of an 
-------- a sh vt lie---------------------------- 
I auto th eft gang. 
The 
St. 
Paul 
Sunday 
school I 
---------------- o----------------- 
Hopewell church; Friday evening, I hekl its annual picnic yesterday 
August 18, Mrs. M artin Crom ley, j a t the Madison school 
grounds. I $20,000 
DAMAGE 
ACTION 
piano pupils recital a t local M. E. j Games, eats and 
visiting 
com- 
church 
with 
public 
invited; | composed the playday program . 
Thursday. A ugust 24, Baum re- 
The M ichigan fisherm en, Sark, 


lided head-on on the CCC highway 
at 
nearby 
Grove City, 
Donalc 
Hammond, 20, also of Coli 
was 
named 
defendanL 
He 
legedly drove the second car. 


FOLLOWS FATAL ACCIDENT 


First United Brethren 
Rev. Ewing Ross, pastor: 9:15 
a. rn., Sunday school, J. R. Kirk­ 
patrick, 
superintendent, 
10:30 
a. rn., worship; 7:30 p. rn., eve­ 
ning 
service; 
Wednesday, 7:30 
p. rn., prayer meeting. 


Em m ett’s Chapel 
F. M. Mark, minister 
Church school will be held a t 
9:45 a. rn. under the direction of 
Mrs. B. W. Young. 
The m orning 


Tarlton Methodist Charge 
S. N. Root, Minister 
T arlton: 
9:30 
a. 
rn., church 
school, Mrs. E dith Poling superin­ 
tendent, F ranklin 
Ballard, 
song 
w orship service will be held a t leader, and Miss Ella Mae S pang­ 
l e s a. rn 


St. Joseph’s Catholic 
Rev. Fr. J. J. Herman, pastor; 
Sunday m asses 8 and IO a. rn., 
week day mass, 7:15 a. rn. 


Second Baptist 
Rev. C. L. Thomas, pastor; Sun­ 
day school, 9:30 
a. 
rn., 
James 
Scott, supt.; Barbara Johnson, sec­ 
retary; worship, 10:45; B. Y. P. U., 
6:30; sermon, 7:30. 


Church of Christ 
Services will be held 
a t 
236 
E. Franklin street. 
Bible school 
will be a t 2 p. rn., the worship 
service a t 2:45 p. rn. 


Ashville Church of Christ 
In Christian Union 
Rev. Jam es Hicks, pastor 
Sunday school will be held at 
9:30 a. rn., Nancy W allen, super­ 
intendent; 
10:30 
a. 
rn., 
prayer 
service; 7 p. rn., young people’s 
service; 
8 
p. 
rn., 
preaching; 
WALLACE 
SPECIALS 


TRY OUR BUTTER BREAD 
ON SALE— EVERY TUES.— THURS. & SAT. 


FRIDAY and SATURDAY 
AUGUST ll and 12 
30c 
Combination Devil’s Food and White 
Layer Cake, White Ic in g ........................ 


Butternut Streusel, 
each ......................... 
12c 


MONDAY & 
TUESDAY 


August 14 and 15 


Chocolate Rolls 
White Icing, 
6 f o r .............. 
Raisin Covered 
Pies, each , . 
Cream Filled 
Lunch Sticks, 
6 f o r ................. 


IOC 
20c 
15c 


WEDNESDAY 
& THURSDAY 


August 16 and 17 


Cream Filled 
Lunch Sticks, 
6 f o r .............. 
Pecan Twist 
Rolls, 6 for . 
Raisin 
Covered Pies, 
each ............ 


15c 
12c 
20c 


ALL-WEEK SPECIALS 
to e 
Nut Rolls, Caramel Icing 
6 for ................................... 


Cinnamon Rolls, Caramel Icing 
6 f o r ............................ .................................. .... IOC 


Wine Cake 
Extra Special! ea......................................... 
15c 


Bakers of Honey Boy Bread and Ed's Master Loaf 
ED. WALLACE 
BAKERY 


127 W. Main St. 
Phone 488 
Circleville, Ohio 


South Bloomfield M ethodist 
Charge 
W alnut H ill: 9:45 a. rn., divine 
worship and serm on; 10:45 a. rn., 
churt?h school, W alter Reese, super­ 
intendent. 
The fourth q u arterly 
conference will be held a t 8 p. rn. 
Dr. J. l a Jones, superintendent, 
will preach. 
Lockbourne: IO a. rn., 
church 
school. Paul E. Peters, superin­ 
tendent; l l a. rn., worship service. 
South Bloomfield: 
9:30 a. rn., 
church school, H arry Speakm an, 
superintendent. 
Shadeville: IO a. 
rn., 
church 
school, H oward Hubbard, superin­ 
tendent; Thursday, 8 p. rn., m id­ 
week prayer and Bible study. 


Adelphi Methodist Parish 
Rev. Paul C. Scott, pastor 
Adelphi: 9:30 a. 
rn., 
church 
school; 10:45 a. rn., m orning w or­ 
ship. 
Hallsville: 9:30 a. rn., m orning 
TRIPLE 
BOTTLE WASH 


Proves to be a suc­ 
cess— used 
only 
by 
CIRCLE CITY 
DAIRY 


ler, pianist; 10:45 a. rn., m orning 
worship. The K ing’s H elpers class 
will m eet T hursday night in the 
social rooms of the church. 
Boy 
Scouts will m eet on F riday night. 
B ethany: IO a. rn., church school, 
L. J. Dixon, superintendent, Mrs. 
Charles Ju. 
\ pianist. 
The an­ 
nual hom ecom ing will be Sept. 3. 
D rinkle: 9:30 a. 
rn., 
m orning 
worship; ' * 
0 a.m., church school, 
Rev. H. W. W oodard, superintend­ 
ent, and Miss E sther 
Fosnaugh, 
pianist. 
O akland: 9:30 
a. 
rn., church 
school. Leroy A rter, superintend­ 
ent; Mrs. 
M yrtle ^R eichelderfer, 
pianist: 8 p. rn., p in c h in g . P ra y ­ 
er m eeting will be held W ednesday 
night w ith Ira McDonald as class 
leader. 
« 


union near B ainbridge; Septem ­ 
ber 2 and 4, S aturday and Mon­ 
day, V. F. W .'s picnic a t Ashville 
Com munity park; 
Septem ber 5, 
Tuesday, beginning 
of 
Ashville 
schools. 
---------------- Ashville------------------ 
Archie P eters’ card reaching us 
from 
Pittsburgh 
dated the 6th. 
inst., says they are having a fine 
tim e on their visit a t the home 
of 
the 
W illiamsons, 
Mrs. 
W il­ 
liamson. his sister, 
the 
form er 
Crissie Peters. 
Nice cool w eather 
he says and th a t they visited F o rt 
P itt and the old block house built 
in 1764 and which 
gets 
under 
w ater som etim es as m any as 20 
feet. 
The picture card shows the 
Golden 
Triangle, and a p a rt of 
the 
some 
200 
bridges in and 
about th at 
city. 
Also the tw o 
rivers, 
Allegheny and M ononga­ 
hela, 
which 
together form the 
source of the Ohio. 
Also have 
cara from Supt, of Schools C. A. 
Hie ley a t the New York W orld's 
F air who says New York is fine 
but Ashville will look good for a 
change. 
---------------- Ash villa 
- 
W hat we said a couple of days 
ago about the 190-turkey flock of 
the Hinsons a t E ast Ringggold, 
has chased 
up 
others who too, 
know their turkeys. 
There is a 
flock of 144 poults over a t the 
Dick Hedges place six weeks of 
age, they tell us, w ith an average 
w eight of three pounds. 
And a 
close account is kept of the cost 
of the feed consumed 
by 
this 
flock until m arketed. 
The H in ­ 
sons are too, 
keeping track of 
costs. 
Haven’t yet contacted the 
Cline turkey raiser over in D ar­ 
byville 
territory. 
So 
wish 
all 
these turkey raisers nearby hav­ 
ing plenty of T hanksgiving birds 
in the m aking, there should be no 
shortage in the supply. 
_ _ _ — -----------A all V ille——--------------- 
An 
adjourned 
session of the 
village council will be held a t the 


Peters, Hess and Schlege! will be 
home tom orrow. 
And 
the 
six 
boys a t Gold Cliff will end their 
w eek's outing, too. 
---------------- o---------------- 
FLEEING 
YOUTH 
SHOT TRYING TO 
ESCAPE P O L I C E 


I GLUT’S 
| Ice 
jCream 


I ASSORTED FLAVORS | 


i 
«'■ 2 
3 
c 
] 
I 
VANILLA 
<*• i9 c 


724 S. Court St. 


rI AmYTAl 


COLUMBUS. Aug. l l — A $20,- 
000 dam age suit filed in Common 
Pleas court today recalled F ran k ­ 
lin county's w orst traffic accident 
of the year. July 9, in which five 
persons were killed and five in­ 
jured. 
Action 
w as 
brought by Wil­ 
liam J. Driscoll, 39, of Columbus, 
driver of one of the cars th a t col- 


FOR SATURDAY 


$2 Wilson Bros. 
SUMMER 
DRESS SHIRTS I 


$ 
£ 
. 0 
0 


I. W. KINSEY 
125 N. COURT ST. 


GARY, Ind., Aug. l l — One of 
three youths who fled from cus­ 
tody in Chicago yesterday, escap­ 
ing in a police car. was in a seri­ 
ous condition from bullet wounds 
today following recapture of the 
trio in Gary. 
The wounded prisoner, who w as 
given only a slight chance to re ­ 
cover 
w as 
Joseph Salecki, 22, 
shot by police when he tried to 
run from a house where he and 
his com panions w ere surrounded. 
The others captured were P eter 
D utkiew icz 
and 
Stanley 
Puzio, 
both 22. 
Ignatious L am part, 52. 
described as an uncle of D utkie- 


REMOVE STAI NS V 
KEEP_______ 


# 


DIRECTIONS ON LABEL 
QUART J g ^ AT ALL 


ROMAN CLEANSER 
w hitens clothes 
Finer* W hiter-Rapid-Dissolving 


I CAN’T HELP IT, 515* THE I 
SWELL TASTING MILK PPHM 


blu e r ib b o n d a ir y * 
GIVES ME 6 0 M UCH PEP 
I OU5T NATURALLY HAVE 
TO SLIDE UP 
BANISTERS 
INSTEAD Cf 
DOWN 
THEM 


Qeidtiu? U&e Quem 


Tm crispy 


A 
daily 
supply 
or 
FRESH, 
WHOLESOME 
BLUE 
RIBBON 
MILK provides food energy for 
work, play, study, and keeps them 
always ready for active fun. 


PHONE 
534 


HUNN’S MEAT MARKET 


ALWAYS FRESH 
116 E. MAIN ST. 
Fresh Galas 
Spare Ribs 
Jowl Bacon 


Voting 
Pork 


I 


• 


• 


• 


benn 
Alen! y 
rn 
rn 
• 


• 
• 
• 
• 


• 
rn 
th 


th 


IOC 
Pork Chops 
Boiling Beef . 
• 
• 
• 
• 


• 
• 
• 
. - 17c 


• 
,b 10c 


50 LB. LARD 
AND CAN 
_____ 
*3.00 
WIENERS 
Home Mad©— lb 
20c 


LIVER PUDDING 
3 lbs.......................... 
20c 
BULK SAUSAGE 
lb.................. .. . . . ..... I5c 


SMOKED 
BACON 
3 Lbs. or More 
15c 


SMOKED 


SAUSAGE 
20c 


Sliced Pork 
LIVER 
3* 25c 


JUMBO 
BOLOGNA 
15c 


Hamburger 
Fresh Ground 
Boneless 
FISH 
Smoked 
Ham Hocks 
BACK 
BACON 
15c 
*10c 
10c 
% 8c 


KROGER 


U\M PBELL*‘S .2 Sm. ta n s 15c 


T o n ,B lo Sou p . 


ICED TEA 
‘ j Lh. Pkg. 25e 


K r o g r r ’i M fnet* 
llr m id . 


GLOSS STARCH 3 Lh. Pkg. 17c 
Kroner** Linton. 


CAMAY S O A P 
3 Cakes 16c 


F n r i n l Soot*. 
# 


FINE D R K F T 
Lg. Pkg. 21c 


Sm . S ire 
P it* . 
15c. 


FINE FLOUR .................5 Lbs. 15c. 


C o u n t r y 
('lu ll 
I’aw try 
►’l o u r . 


Kroger’s Fresher 
CLOCK BREAD 


2 
1 5< 


BUTTER 


PURE LARD 


APRICOTS^ 


PICKLES 


TWINKLE 


GOLD MEDAL 


0XYD0L 


Kroger's Country Club 
Print Lb. 26c 
Lb 
Roll LOK. 


Fine Rendered. 
Sold In Bulk 
Lh. 7c 


In Delicious 
Syrup 


Cucumber Style 
Special 


2 s c . ^ 2 5 c 


Kroger’s 
Assorted Gelatin 


3 
25c 


3 Pk‘5 10c 


“Kitchen Tested’’ 
24 Lh. 7 A 
Sack 
• v C 
Flour 


Granulated Soap. 
Giant Pkg. 55c 
2 11 
Pkgs. 39c 


Is, 


BEEF STEAKS 
CHUCK ROAST 


aud SM O K E D quality M EATS 


S irlo in , P o r t e r h o u s e , or RIS 
C u t - 
K ro g er* - 
C, <|. 
B e e f 
, 


C h o lee C e n te r t n t * 
C, t |. B e e f 


Cut from K r o g e r '- 
C o n tr o lle d Q u a lity 
RIB ROAST 
GERMAN WIENERS 


SHORT RIBS .................................... Lb. 17c 


F r o m €’. Q. B e ef. 


HAMBURGER ............. 
Lb. 17«2t* 
Fre-hly Ground. 


BEEK ROAST .......................................Lb. 24o 


R o u n d S h o u ld e r t u t - t . *1. B e e f. 


th 


th 


lh 


K r o g e r ' - F in e F la v o r e d 
T r ip le 
T e a t 
S a - u a g e 
a 
• 
• 
lh 


BT 
I c Ljh 


29c 
18c 
25c 


29c 


BEEF LIVER .................................... Lb. 25c 


S liced . 
TENDERLOINS 
............................. Lb. 22c 


F rea -A h o r e H a d d o c k F lak . 


PERCH FISH ...................................... Lb. 25c 


T e n d e r lo in s . 


MALAGA GRAPES 
LARGE BANANAS 
FANCY PEACHES 
HEAD LETTUCE 


t a u r a m i n 
F a n c y 
R ed F r u it 


f . o ld e n R ip e . 
e c o n o m i c a l l y P r i c e d 


I", S. Vo. I G rad e 
P lh e r ta 
F r e e s t o n e 


* 
• 


• 
• 


l a r g e SO - I r e C r i s p M eads. 
A I a i n e 


. .2-17c 
. 5 - 25c 
. 6 - 25c 
. 2 - 15c 


Kroger's Embassy 
DRESSING 


R le k e r , 
Creamier. 
S m o o t h e r 
Naiad 
D r e s s i n g . S p ecln l 
P rice. 


Q t. 
J a r 21 


ORANGES ............5 Lbs, 23c 
CABBAGE ............ 4 Lbs. I Or 


t a n t a r a l a 
F r u it . 
Vfedltim 
Staed 
Heads* 


A PPLES ................ 5 Lbs. 19c 
R A D IS H E S 
* Bchs. 10c 


l f. S. Pfo. I O M - H e a l t h y , 
H o m e ( l i o n s . 


POTATOES ............Peck 29c 
CARROTS ____ 3 Bch*. 10c 


Au, I Uh lo t ohhlers. 
A lso F re s h Beets. 


VITA MINIC Kroger’s A-B-D-G V itam in Cap- 
V I I A iY I in iu 
sules will keep you feeling fit. 
SO Days’ Supply 
.Ode 


TI AiK 
IAI 
TO— “T h e 
F i l ­ 
te r 's 
D a u g h t e r ” — W I A N 
Si4S 
a, 
rn. 
a n d 
“ Linda*- 
F1 rat 
b o t e ” — R C W 
l O M 
m, 
rn. — M on d ay 
fh r o u s h 
F rid * >. 
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OPEN LETTERS 


TO MR. TOWN CLOCK 
I^EAR SIR: 
You attract the eyes of the 
^ 
en tire 
commun ity. 
More 
person s 
look at you ev ery d ay than at an y other 
particular thin g in the uptown d istrict. 
But, d urin g the d aytime they hav e a d iffi­ 
cult time in tellin g just what time it is. 
Your face n eed s touchin g up; it should be 
pain ted so that the han d s an d the face 
d o n ot appear the same color. You would 
get much more atten tion if the coun ty com­ 
mission ers would make it easier for person s 
who look to you for help to read the time. 
CIRCUITEER 


in charge of the campaign are hav in g some 
d ifficulty in their w'ork d ue to the large 
n umber of person s on v acation s. This has 
d elayed reports from solicitors. Giv e your 
support to the program. When the first 
check is completed it should rev eal a figure 
to make Circlev ille folk proud . 
CIRCUITEER 


TO PUMPKIN SHOW DIRECTORS 
^FF IC IA L S ; There should be n o question 
^ in your min d s as to the approv al of 
con tests for square d an cers, old time fid ­ 
d lers an d d an ce callers at the an n ual cele­ 
bration . These con tests are certain to d raw' 
large en try lists an d prov id e some real en ­ 
tertain men t. This type of en tertain men t is 
what the Pumpkin Show n eed s to stimulate 
n ew’ in terest in the ev en t. The amoun t ex­ 
pen d ed for prizes is small in comparison 
with the amoun t paid for other types of 
en tertain men t that will n ot create n early 
so much in terest. 
CIRCUITEER 


Friday , August 1 1 , 1 9 3 9 


LAFF-A-DAY 


0 


TO OHIO HISTORY DAY ASSN. 
FFICERS: Plan s are un d er w’ay for 
your 27th an n ual celebration at Logan 
Elm park. Some parts of the program hav e 
been arran ged . In plan n in g the program 
arran ge on e that is n ot too len gthy. In past 
years some of the programs hav e been ex­ 
ception ally lon g. Bear in min d the major­ 
ity of the person s atten d in g the celebration 
stan d 
throughout the en tire program. 
-------------------- 
I Man y in the group are old folk an d it is 
•j-Q WILBUR GRIFFITH 
d ifficult for them to stan d throughout 
X' 
i • 
j • 
, 
'Jen gthy ad d resses. Your programs hav e al- 
C 
° 
« "d ed ucation al an d 
V 
coun tj are sorry to learn that you w ill, 
j 
n ot be coachin g Waln ut 
town ship s ath-,,.„u,d 
ev en 
larger if the programs were 
letes when they step 
on the basketball 
go lon g. 
g a n s w e r e 
court n ext Win ter. Durin g your lon g re-, 
gime as coach of the Waln ut athletes you 


W10TTEN ro n AND Wn JEASlD BY 
OCNTRAL PRJBSS ASSOaATION 
sas 
l y Or e n A r n o l d 


.SYNOPSIS 
LORENA HAMILTON ha* co m* to 
Arizo na to v iait her unci* 
GEORGE BRAZEE, o wner o f Phanto m 
ranch, who ae leading co wbo y * are 
JERRY DALE, co llege-bred newco mer, 
who ts fascinated by Lo rena, and 
8H0 T ROGERS, who find* bimaelf In 
lo v e with her.• • • 
YESTERDAY: Ro ger* *nd hi* men 
find where Phanto m cattle hav e been 
led up the dry bed o f Gho « t riv er, 
but are baffled when they can lo cate 
no sign* o f their co ming o ut 


**It d eals, bid s, an d plays the card s— then registers 
the score. 
You just sit an d talk!'’ 


DIET AND HEALTH 


Do cto rs, To o , Get Hay Fev er 


CIRCUITEER 


TO RURAL FOLK 


hav e gain ed a n otable reputation , n ot for 
the champion ships that your teams might 
hav e won , but for the type of athletes you 
hav e turn ed out. Nev er in all these years 
has there been a Waln ut town ship team 
that d id n ot exemplify sportsman ship in Bui'eau an d Gran ge picn ic at Gold Cliff 
its fin est phiise. Next year you will n ot be park. The picn ic wTll open at n oon w’ith a 
han d lin g the schools cagers, but you will, basket d in n er to be followed by a program 
i 
still be closely con n ected w ith the school of recreation an d con tests. There will be 
an d your in fluen ce will d o much to help n o ad d resses. The picn ic will be en tirely 
the boys wearin g the Waln ut lowmship |a social affair. Remember, frien d s of Farm 
colors. John n y Rawn , who succeed s you as Bureau an d Gran ge members are in v ited . 


By LOGAN CLENDENING, M. D. 
GLEANED from Dr. W arren T. 
Vaujrhn 's curren tly published book 
on Allergy, the followin g n otes on 
Hay Fev er. 
Hered ity, Hay Fev er in twin s. 
Amon g six pairs of id en tical twin s, 
three pairs both had hay fev er. In 
the cases of two pairs, the mothers 
also had it. In a pair of id en tical 
twin s, on e was sen sitiv e to pollen . 
F 
RIENDS: Mark Thursd ay, August 
17 , 
on e to food . 
| posited a cloud of pollc 
, 
, 
_ 
In two other sets, both twin s had i so that the groufid k 
as In e d ate you wull atten d the F'arm asthma. On e pair was ad ult an d d id i^iad been sprin kled wi 
n ot remember the d ate of on set. In 


coach, had an excellen t record at Capital 
U., an d he should prov e to be a successful 
coach, because he has ability an d a person ­ 
ality that is certain to “take” with the 
boys with w hom he will work. 
CIRCUITEER 


CIRCUITEER 


Dr. Clen d en in g will an swer 
question s of gen eral in terest 
on ly, an d then on ly through 
his column . 


TO JAMES NOBLE TOOTLE 
lYEAR SIR: Heaitiest con gratulation s on 
your appoin tmen t as the prin cipal 
I can d id ate to West Poin t. Your frien d s hope 
TO U. B. CAMP ASSOCIATION 
you are successful in v our physical an d 
pHU RCllM EN: The siicces.i of your last cen tal ex aminatio ns to enter the acad emv . 
camp session is prov ed by almost im- 
, 
i 
, 
, 
med iate an n oun cemen t that more than 
® 
an appoin tmen t. 
' 
S3,000 will be spen t before the meetin gs 
start n ext year. The meetin g just en d ed , 
w'as regard ed by pastors who atten d ed it 
as the best in recen t years. 
I hope that, 
con tin ued success greets your an n ual ses-l 
sion s. An en couragin g n ote is seen in the i 
report that about two-third s of the amoun t! 
n eed ed for the improv emen ts has been d o­ 
n ated or pled ged alread y. 
i 
CIRCUITEER 
' 


CIRCUITEER 


the other pair—child ren —the on set 
of asthma was ten mon ths an d elev ­ 
en mon ths. 


Experien ce o f Two Sister* 


A person al observ ation of min e ,___ 
con cern s two sisters. On e had fall ' ciety. 
hay fev er from the age of fifteen . | 
Ragweed , the common cause of 
The other was free un til the age of j fall hay fev er, is a prod uct of civ ili- 
twen ty-eight, though exposed to the i zation . It prefers to grow in culti- 
same en v iron men t. Then she d ev el 
- 1 v ated field s. Hay fev er would thus 
oped sev ere hay fev er — fall an d : n aturally follow in the wake of more 


Lowd ermilk, the first in the Un ited 
States. 
Ho w fa r ca n h a y fever fo llo w yo u ? 
Abbott Smith d escribed a hay 
fev er v ictim who on a boat far from 
lan d d ev eloped symptoms when the 
sails which bad prev iously been 
furled were raised . Pollen grain s 
lod ged in the fold s were liberated . 
Colon el Lin d bergh, on his North 
Atlan tic flight, foun d that air cur­ 
ren ts d istribute cloud s of pollen . 
An air curren t caught up an d d e­ 
posited a cloud of pollen in St. Louis 
looked as if it 
with sulphur. 
A Disea.se of Civ ilization 
h h a y fever in ci-ea sin g ? An 
I re­ 
member back, I can n ot recall ev er 
hav in g heard of hay fev er in my 
boyhood . An d this is con firmed by 
others of my con temporaries. I cer­ 
tain ly n ev er heard of it in med ical 
school. 
The first time my atten tion was 
focused on the subject was when Dr. 
Lowd ermilk of my n eighborin g state 
of Kan sas read a paper on the sub­ 
ject before the coun ty med ical so- 


TO PEDESTRIANS 
p O L K : 
Man y of you complain about 
traffic con d ition s an d swear at motor­ 
ists who barely miss you, yet YOU fail 
to obey regulation s at in tersection s. Take 
time to n otice how man y person s cross the 
~ 
■ 
'street when the light for their d irection 
TO CIRCLEVILLE RESIDENTS 
i 
trav el is red . 
Remember, a motorist 
p \E R \O N E : Hav e you 
con tr i b u t e d expects to hav e a clear street ahead when 
toward the fun d for a mun icipal play-1 he approaches a green light. 
Although 
groun d ? 
Remember your con tribution si city officials wen t to the expen se to hav e 
may be either in pen n ies or d ollars. Soli-: traffic lan es pain ted at the d own town 
citors are cov erin g v arious d istricts of t h e ' in tersection s for the safety of ped estrian s, 
city for the larger con tribution s. 
Your man y Circlev ille folk will n ot cross be- 
pen n y con tribution s may be mad e in stores 
throughout the d own town d istrict. Those 
tween the lin es. 
CIRCUITEER. 


Wo rld At A Glance 
- B y - 
Charles P. Stew art 


ACTING TREASURY SECRE- 
TARY JOHN W. HANES, in as­ 
sertin g th at busin ess is on the 
ev e of a real forward mov emen t, 
ev id en tly 
d id n ’t 
realize the full 
im port of W’hat he was pred ictin g. 
It 
soun d ed 
like a reason able 
prophesy, to be sure. 
In 
fact, 


began with a New'’ Deal program. 
Con gress 
was 
v ery 
rubber 
stampish. 
W hatev er the 
White 
House 
recommen d ed the legisla­ 
tors acquiesced in . 
There was a 
little busin ess bulge, but an in ­ 
ad equate on e. 
Then foUow’ed the 
recession . 
I t’s 
con tin ued 
un til 
v ery 
lately, 
sin ce 
when 
it’s 
when Han es broad cast it a few 
d ays ago, the m arket alread y was “pepped up” a bit. 
showin g an upward ten d en cy. H e ; 
Now 
it’s 
been 
d e-pepperred 
seems 
to be a first-class econ o- j again , accord in g to F. D„ by con - 
m ist, but apparen tly he i.sn 't so \ gress' recalcitran cy, 
crafty a politician , or maybe he 
isn ’t 
a thorough 
n ew'spaper 


As an econ omist, I ’d guess that 
he’d see n ow 
th at he 
mis-ex- 
pressed 
himself as a politician . 
He d id It a t a casual press con ­ 
feren ce. 
He w asn ’t thin kin g. 
IN 1940 
In 1940 the question is sure to 
be asked ; 
Hav e the prosperity good s been 
d eliv ered . 
If n ot 
the 
New Deal w'ill be 


sprin g type both. 
Th e d o cto rs h a ve it. 
Ev ery d octor 
who has mad e importan t con tribu­ 
tion s to the stud y of hay fev er had 
the d isea.se himself. 
John Bostock, of Liv erpool, d e­ 
scribed in 1819 his own case of a 
“Period ical Affection of the Eyes 
an d Chest,“ which came on in the 
mid d le of Jun e ev ery year an d lasted 
un til the mid d le of July. It con - 
sisti^ of in flammation of the eyes, 
“irritation of the n ose, prod ucin g 
sn eezin g, which occurs in fits of ex­ 
treme v iolen ce.” He was allergic to 
grasses, the common type of hay 
fev er in En glan d . 


Scoffed , Then Believ ed 
John Elliotson , Professor of Med ­ 
icin e at Lon d on Un iv ersity, kn ew “a 
v ery sen sible an d superior woman 
who thought it was the pollen that 
caused her hay fev er an d a rash on 
her han d s.” He said this sarcasti­ 
cally, but afterw ard s was con v in ced 
that hay fev er was caused by 
“farin a” (pollen ). Bostock d id n ot 
kn ow the cause. 
In America Morrill Wyman , Pro­ 
fessor of Med icin e in Harv ard , him­ 
self suffered sev ere attacks, an d 
prov ed that the ragweed wa* the 
cause of fall hay fev er by wrappin g 
some in a paper, carryin g it to the 
White Moun tain s, an d on open in g it 
in d uced an attack in all the mem­ 
bers of his family (1870). 
W. P. Dun bar of Hamburg, Ger­ 
man y, in 1895, an d R. C. Lowd er­ 
milk of Galen a, Kan sas, in 1911, 
gav e pollen extracts to themselv es 
to reliev e their own hay fev er; Dr. 


settled commun ities. 


QUESTIONS AND ANSWERS 
B. F. G.: “Is the flow of n atural 
lubrican ts lessen ed or in jured by the 
use either of min eral oil or psyllium 
seed ?” 
An swer: No. 


CHAPTER THIRTEEN 
TOWARD sun d own Shot Rogers 
d ecid ed gloomily that the rain 
mean t to poun d the Phan tom ran ch 
for the remain d er of summer. He 
could n ’t d o an y scoutin g un d er such 
con d ition s. He was alon e, an d his 
horse was tired . Sen sibly, he pre­ 
pared to hole In for the n ight. 
He alread y wore his slicker an d 
he stalked aroun d the bould ers 
there un til he foun d an open in g 
that amoun ted to a cav e. Actually, 
It was a n atural lean -to created in 
8on -.i prehistoric upheav el of the 
earth’s crust. But he kn ew it would 
shelter him an d his horse, ev en if 
the win d chan ged . He brought the 
horse in an d un sad d led , then tied 
the an imal outsid e with his lon g 
lariat rope. 
“Now Rip, you old cuss, eat,” 
Shot comman d ed . Rip promptly 
obeyed , croppin g the grasses that 
ihov v ed n earby. 
Shot ate cold food from his sad ­ 
d le pack. He took his blan kets from 
their can v as roll an d squatted in 
them because it was cold . He could 
hav e man aged a fire, ev en with wet 
wood , but the scouts had agreed 
that fires w'ould be too rev ealin g. 
Shot wished he had somethin g to 
d o. He tried hummin g a little, but 
mostly he just sat an d thought. 
Thought about Loren a Hamilton . 
He pon d ered her n ame. Loren a. 
It was beautiful. She had said she 
was n ick-n amed Ren a. He d id n ’t 
like Ren a as well; he liked Loren a 
a great d eal. Loren a Hamilton . 
Loren a Rogers. Ha! Damn ed if a 
man d on 't let his min d roam aroun d 
crazy like, when he’s lon esome! 
Shot chid ed himself silen tly; he 
mustn ’t get to mon keyin g with 
such thoughts. All right to ad mire 
a woman an d hurraw her a little 
suid maybe keep compan y some— 
a fellow cain ’t let himself get plumb 
out of touch with gen teel ways— 
but he had n ’t an y right t- be thin k­ 
in g in hopeful terms. 
He, Shot Rogers, d id n ’t hav e an y­ 
thin g. A med al or two for marks­ 
man ship. About $300 sav ed up in 
a ban k. A $75 sad d le an d four good 
horses, a special d eputy’s bad ge 
which d id n ’t mean an y pay to speak 
of, a n ew $22 hat an d some prac­ 
tically n ew shoes, th at’s about all. 
He spat through the “d oor” of his 
lean -to in to the ev en in g twilight; 
spat con b mptuously. 
He was d iscoun tin g or Ign orin g 
some sign ifican t assets, howev er. 
It n ev er occurred to Shot that his 
big reserv e was his youth. At 25 
he felt himself alread y grown , ma- 


ture, arriv ed as high a* he perhaps 
would ev er get. 
At age 20 he had in herited a 
small ran ch from his wid ower d ad 
ov er in New Mexico. Bad busin ess 
guesses an d d epression had caused 
him to lose it in less than two 
years. He had gotten a job n ext in 
Cochise coun ty, Arizon a, an d had 
d rifted aroun d the settlemen t of 
Blan co. He was a chasten ed man 
n ow, a hard worker who lov ed to 
rid e an d who could , moreov er, rid e 
exceed in gly well, just as he could 
shoot exceed in gly well. He kn ew 
horses an d he man aged to buy an d 
sell an d breed an d rstise a few on 
the sid e; that’s how he happen ed to 
hav e $300 in a ban k. 
But sittin g here on the moun tain 
alon e, he felt v ery in con sequen tial. 
He won d ered what Loren a Hamil­ 
ton was d oin g. He was gazin g ab­ 
stracted ly out in to the can yon rain 
when a motion sud d en ly attracted 
him. In stan tly he was alert He 
thought it was a d eer. 
It was n ot hun tin g season , but 
Shot wan ted to see the d eer an y­ 
way. Maybe it was a buck with a 
bun ch of d oes—the prettiest sight, 
bar n on e, in the American wild er­ 
n ess. 
He 
slipped 
silen tly 
out. 
passed by his horse Rip, an d kept 
on tryin g to glimpse the mov in g 
object again . The cloud s an d the 
rain an d the late hour mad e v isi­ 
bility exceed in gly poor, howev er. 
He hasten ed quietly up the can ­ 
yon a few hun d red yard s, then 
turn ed sud d en ly right. If the d eer 
wen t up slope, as they probably 
would if they scen ted him, he could 
coun t them again st the n earby sky­ 
lin e when they topped i t 
He 
crouched again st a protected rock 
wall an d looked through the gray 
tracery of rain d rops. Ten min utes 
or more he waited , then started to 
ed ge forward again . 
All at on ce his mouth d ropped 
open . There, 
50 feet from him, 
a mov in g form materialized from 
the rain an d became n ot an an i­ 
mal, but a man ! 
In the same In stan t Shot kn ew 
it wasn ’t on e of his own scouts. 
It was un d en iably a Mexican who 
carried a rifle an d led a sad d led 
horse. The goin g there had been 
too rough for rid in g; a man would 
hav e to lead his moun t. Shot kn ew. 
Shot remain ed motion less. He 
wasn ’t In a comfortable position . 
His right kn ee had been ben t in 
walkin g an d his bod y was crouched 
when he saw the other man . As a 
stalker must, howev er, he froze in ­ 
stan tly; stood absolutely still. But 
his thoughts were racin g! 
First thought was of his owm 
rifle, which ev en n ow lean ed safe 
an d d ry on the In terior of his n at­ 
ural rock lean -to, d own can yon a 
few hun d red yard s. 
Secon d thought was of hi.s pistol 
—his v ery d epen d able pistol with 
which he was^a crack shot, but 
which was n o^^safe an d d ry un d er 
the tightly button ed slicker he 
wore! 
The Mexican ev id en tly had n ot 
seen him. He led the horse up 
again st the same big rock that 
shield ed Shot. 
“Ho.” said the Mexican softly, 


haltin g the an imal. 
“E* buen o 
aqui.” 
Shot took opportun ity to mov e, 
then ; an d to take the d eep breath 
he had been sorely n eed in g. The 
horse wasn ’t 20 feet away—Shot 
could see its taU switchin g. Also, 
he could see through the an imal’s 
legs en ough to observ e that the 
Mexican had squatted again st the 
rock n ow, lean in g back as if to 
re st 'The Me.xican was lookin g off 
at the rain , his rifle held in read i­ 
n ess across hi* kn ees. 
Shot Rogers reached slowly to 
un button his slicker. The button * 
were tig h t 
He tried to lift the slicker, skirt 
fashion . Its harsh, stiff rustlin g 
threaten ed to d omin ate ev en the 
n oise of the rain . The Mexican 
stirred , shiftin g position . 
Shot froze again , tryin g fran ti­ 
cally to make up his min d . 
• 
* 
« 
“The furn iture can all be stacked 
in the two east bed rooms, hon ey,’* 
Sally Brazee was sayin g. ‘T hat'll 
make plen ty of space with the liv ­ 
in g an d d in in g room open together 
this way. An d —” 
“Why. yes, Aun t Sally! I should 
say so!” 
Well, you’ll n eed It, hon ey, for 
your first d an ce. The boys all took 
to you. W’e’ll hav e a crowd .” 
But we hav en ’t sen t an y in v ita­ 
tion s yet.” 
“Law me, loren a, we d on 't n eed 
to! Dan ce n ews trav els fast out 
here. Ev ery ran ch in 25 miles will 
kn ow it by tomorrow or n ext d ay. 
They’ll mostly all come, too, n ev er 
you fear! 'They’ll kn ow they’re v /el- 
come. Now, I say you take Mid ­ 
n ight an d some of the Mexican 
women ’s child ren , go d own yon d er 
a ways by the stream, an d brin g 
back armfuls of them green v in es 
to d ecorate the rooms with. We’ll 
make a sort of bower ov er here in 
the corn er where the d rin ks’ll be.” 
Pun ch, Aun t Sally?” 
No. Well, some, if you wan t to. 
But I mostly sen d In to Blan co for 
sod y pop an d such trimmin gs. But 
I d on ’t tolerate an y hard d rin kin g, 
n o alcohol!” 
Mrs. 
Brazee said 
that emphatically. “George n ev er 
touches It, an d n obod y in my hous* 
n ev er d oes.” 
“I’m glad for that,” said Loren a, 
simply. “I'll help. I'm so thrilled , 
hon estly I am. I’v e n ev er seen a 
d an ce like this on e. I’v e been so 
d isturbed about all the talk of 
d eath an d blood shed —good n ess! A 
d an ce will be a happier time." 
“That It will, hon ey. 'That’s an ­ 
other reason v /hy George wan ted us 
to hav e It. He wan ted people to get 
calmed d oum. You hav e n o Id ea 
how 
these 
killin gs 
hav e 
upset 
thin gs.” 
'They had a lot of fun plan n in g, 
Loren a an d her aun t sittin g to­ 
gether In bed clothes this n ight 
Sally Brazee’s hair was silv ery an d 
Loren a Hamilton ’s was a juv en ile 
brown , but the two had a d eal in 
common . They talked an d ev en 
a lot, like college room­ 
mates, un til at 10 o’clock Aun t 
Sally said : “My good n ess, it’* time 
to be in bed .” 
(To Be Con tin ued ) 


GRAB BAG 


an d ability to stick to on e thin g WTiy? 
Could It be because folks 
un less born in the p. m. 


L. J. Q.: “My 11-year-old d augh­ 
ter had the bad luck of brin gin g 
lice home from school an d I just 
d on ’t kn ow what to d o to rid her 
o f 
this humiliatin g affair.” 
An swer—I a.ssume thatthelice are 
on the hair of the head . They may 
be on an y part of the bod y. A v ery 
good way to kill off the an imals an d 
d ev italize the ov a is to apply raw 
petroleum mixed with equal parts 
of oliv e oil. It should be thoroughly 
applied to the scalp for on e or two 
n ights, followed in the morn in g by 
a shampoo with soap an d water or 
tin cture of green .soap. In a child 11 
years old probably it is possible to 
sacrifice the hair en tirely an d then 
treat the scalp with oin tmen t of 
ammon iated mercury. If the hair is 
n ot sacrificed , a fin e-toothed comb 
should be assid uously used to d e­ 
tach the n its. 


On e-Min ute Test An swers 
1. It is a republic in Cen tral 
America, boun d ed on the n orth 
an d n ortheast by the Caribbean 


I sea, by Nicaragua on the south- 
east, Salv ad or 
an d 
the 
Pacific 


On e-Min ute Test 
1. W’hat an d w'here is Hon d u­ 
ras? 
2. Wbo, accord in g to the Bible, 
--------- 
was the first child born on the 
southwest an d Gua- 
earth? 
3. In w hat state d id the 
quois In d ian s chiefly liv e ? 
Iro- 
tem ala on the west. 
2. Cain . 
3. New York. 


EDITOR’S NOTE; Dr. Clen d ^n in * h u 
■•v an pamphlet« which can be obtain ed by 
read cra. Each pamphlet sells for 10 cen ts. 
For an y on e pamphlet d esired , sen d 10 
cen ts in coin , an d a self-ad d ressed en v elope 
stamped with a three-cen t stamp, to Dr. 
Logan Cl|n d en in *, in care of this paper. 
The pamphlets a re : "Three Weeks' Red uc­ 
in g Diet’ , "In d igestion an d Con stipation ”, 
"Red ucin g an d Oaln ln g’% "In fan t Feed ­ 
in g’’. "In struction s for the Treatm en t of 
Diabetes". "P’emln in e Hygien e" an d "The 
Care of the Hair an d Skin ". 


Word n of Wisd om 
Physical courage which d espises 
all d an ger, will make a man brav o 
in on e way, an d moral courage, 
which d espises 
ill opin ion , will 
make a man brav e in an other.— 
The form er 
would 
seem 
most 
n ecessary for the camp, the latter 
for the coun cil, but to con stitute 
a great man both are n ecessary. 
—Colton . 


Y o u Ve 
Telling Me! 


Lo o king Back in Pickaway Co unty 


-<*> 


read er. 
If 
he’d 
followed 
th e , prosper more than ev er. 
An d he 
papers closely, surely he’d hav e cites 
statistics 
to 
prov e 
it — 


blamed for their n on -d eliv ery. 
If they HAVE been d eliv ered , 
Not so, rejoin s Secretary Han es i will the New Deal get the cred it 
at this jun cture we’re about to j for d eliv erin g them ? 


n oticed that, about a w’eek ahead 
of 
his 
utteran ces, 
Presid en t 
Roosev elt had accused con gress of 
kiilm g 
an 
in cipien t 
boom 
by 
shelv in g the n eutrality legislation 
he was boostin g for. 
So W’e hav e the presid en t serv ­ 
in g n otice 
that a boom, in the 
m akin g was “busted ” by the law­ 
m akers, an d his actin g treasury 
secretary, right on the heels of it, 
issuin g a highly optimistic fore­ 
cast. 
But the con flict between these 
two 
statem en ts 
con n otes 
more 
than 
a 
mere 
d ifferen ce 
of 
opin ion . 
« 
• 
* 
NEW DEAL» HISTORY 
The 
Eoosev eit 
ad miiUfitraUon 


quite con v in cin g on es. 
O. K. Han es' m an ifest purpose 
is to d em on strate th at the New 
Deal is begin n in g to "take” be­ 
lated ly. 
But d oesn ’t he sec th at there’s 
an altern ativ e 
in terpretation to 
be placed on the situation ? 
Con gress has turn ed an ti-New 
Deal 
an d busin ess improv es im­ 
med iately. 
F. D. od esn ’t say so, 
n o. 
Howev er, his actin g 
secre- 


If, before con gress rev olted , the 
good * 
HAD 
been 
d eliv ered — 
sure, the New Deal WOULD get 
the cred it. 
But if the good s are d eliv ered 
AFTER 
con gress 
has 
turn ed 
thumb* 
do wTi on the New Deal 
WTilte House?— w’o n’t it look as 
if such a turn -d own 
was 
w'hat 
busin ess was waitin g for? 
Quite 
awhile 
earlier 
a 
big 
busin ess pick-up would hav e mad e 
the New Deal solid on in to n ear- 
in fin ity. 
If it comes soon , it’ll 


FIVE YEARS AGO 
Miss M ary May Haswell 
left 
for Chicago to "v d sit the Cen tury 
of Progress. 


tary of the treasury d oes say so. giv e the impression that if* 
Had a Republican 
or 
a 
Demo 
cratic an ti-New^ Dealer said it, It 
would n ’t 
hav e 
coun ted . 
But 
Han es is a sportin g New Dealer— 
an d possibly he kn ow’s W’hat he’s 
talkin g about, for he IS a star 
econ omist. 


pick-up DELAYED by New Deal 
policies. 
If Secretary 
Morgen thau had 
remain ed 
at 
home, 
in stead 
of 
goin g to Europe, on a v acation , it 
ittight 
hav e 
been 
expressed 
better. 


.Mr. an d Mrs. Wiillan i Ilulae 
an d child ren , of Ja(‘kson town ­ 
ship, return ed from a trip to 
.Mammoth Cav es. 


H arriett 
Morris, 
Saltcreek 
tow’n ship, return ed from a motor 
trip through 
the 
New' En glan d 
states an d Can ad a. 


j 
to YEARS AGO 
j 
Mrs. Hild eburn Jon es an d Mrs, 
Charles 
T. 
Gilmore 
left 
with 
Miss Bertha Allen for a week in 
New York City. 


Bob Picken s an d Dick Rob­ 
in son left on a motor trip to 
Portlan d . .Me. 


Charlotte an d Virgin ia Caskey 
return ed from a tw'o week \1sit 
with 
frien d s 
an d 
relativ es 
in 
San d usky. 


of Saltcreek 
town ship, observ ed 
their gold en w'ed d in g an n iv ersary. 


Mr. an d Mrs. W. II. Fred er­ 
ick, of Kin d erhook, are v isitin g 
relativ es in Kin gston . 


Patrolm an George 
E. 
Caskey 
an d family are takin g a v acation 
in Michigan . 
----------- _ . _ o -------------------- 


Roses are how preserv ed in tin 
can s in En glan d . 
Thus d oes the 
queen 
of 
flow'er.s 
accept, 
in 
.search of a lon ger life, the status 
of the lowly bean . 


25 YEARS AGO 
Mr. an d Mr*. George W alii» r, 


We Pay For 
Horses $5—Cows $3 
o f SIko an d Coitd liln n 
HOLS SH KK P CAI.% KS COLTS 
R em ov ed Prouiin ly 
Call 
CIRCLEVILLE 
FERTILIZER 
Telephon e 
R ev erse 
f 
R ev erse 
Charares 
C h arg es 
R. G. H aehsteb In e. 


Hin ts on Etiquette 
Av oid frown in g, 
screwin g 
up 
your features or makin g other 
griman ces 
w'hile 
talkin g. 
They 
d etract from w’hat you hav e to 
say, 
callin g atten tion to them ­ 
selv es rather than the con v ersa­ 
tion . 


Tod ay’s Horoscope 
Sud d en an d un expected ev en ts 
an d upheav als seem impen d in g for 
tod ay’s birthd ay child ren . 
Keep 
cool an d con sult your eld ers. 
Be 
guid ed by them. 
It w’ill be on ly 
a short tim e ere fortun e smiles 
again . 
The child born on this 
d ate W’ill succeed through trav el. 
He or she will be good n atured , 
but of a somewhat restless d is­ 
position 
lackin g 
d eterm in ation 


^ 
---------- 


CABLED 
DISPATCH 
says 
th at 
Prime 
Min ister 
Chamber- 
lain '« two bod yguard s also carry 
umbrellas. 
They 
can ’t 
be 
guard s—they m ust be d oubles. 
« 
• « 
Mussolin i’s salary is less 
than 
$10,000. 
But, then , what hard y 
m erchan t would d are sen d him 
a bill? 
* 
« • 
In cid en tally, 
II Duce d oesn ’t 
w an t folks to kn ow he is 56. 


i then would thin k a man of hi* 
age ought to kn ow' better? 
• 
« 
• 


Russia’s 
n ew 
comman d er 
of 
far 
eastern ^ arm ies 
is 
Gen eral 
Popoff. 
Where he really belon gs 
with a n ame like th a t—is in the 
foreign office of an y 
European 
coun try. 
• 
* 
• 


The man at the n ext d esk says 
he’s a truly great man who isn ’t 
licked 
un til 
after 
he’s 
d ead — 
an d then on ly because his face 
■ appears on a postage stamp. 
i 
* 
* 
* 


i 
Night 
horse 
racin g, 
says 
a 
: sports story, will soon be here. 
Gosh, then soon we’ll be bettin g 
' on —in stead 
of 
bein g afraid of 
n ight mares. 
* 
• 
• 
'The turbin es of a luxuary lin er 
use almost 32,500 barrels of fuel 
oil on a tran saltan tic crossin g. 


FREE^|UBE 
wilhlcv sry 


$à f e t y :c ^ ip 
B IK W iR E 
’26ÏTÎ25T 


Slo ps Quick^t 
Rum!Lon ^f|i 
DAVIS DELUXE 
BIKE TIRE 


^ 
1 
. 2 
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FOR SATURDAY 
Perfectio n Brand 
OVERALLS 
Bib or Bibless 
57 ' 
I. W. KINSCV 
125 N. COURT ST. 


FOR THAT 
CEMENT 
JOB 


Either Large o r Small 


CALL 
THE PICKAWAY 
GRAIN CO. 
PHONE 9 1 


Also Lim®—Plaster—Sewer an d 
Drain 'Tile—Flue Lin ers, etc. 


A OEBT-FREE HOME 


Mo st peo ple want a ho me o f their o wn. 
The F. H. A. mo nthly reductio n lo an plan 
helps y o u buy y o ur ho me. If y o u bo rro w 
$2 4 0 0 , y o ur mo nthly pay ments are $2 2 .0 7. 
This amo unt includes principal, interest, 
co unty tax es, fire insursuace, etc. By mak­ 
ing 2 4 0 mo nthly pay ments in 2 0 y ears y o u 
OWN YOUR HOME, FREE OF DEBT. 
It Pay s to Bo rro w at 
THE CIRCLEVILLE SAVINGS 
& BANKING CO. 
1 1 6 NORTH COURT STREET 
THE FRIENDLY BANK------ 
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in charge of the campaign are having some 
difficulty in their work due to the large 
number of persons on vacations. This has 
delayed reports from solicitors. Give your 
support to the program. When the first 
check is completed it should reveal a figure 
to make Circleville folk proud. 
CIRCUITEER 


NATIO NAL AD V ERTISIN G R E PR E SE N T A T IV E S 
JO H N W . CU LLEN COM PANY 
8 South M ichigan avenue, Chicago; 630 F ifth ave­ 
nue, New York; C entral M otors B uilding, D etroit. 


SUBSCRIPTION 
By carrier in Circleville, 15c per w eek. By mail, 
Pickaw ay county and Circleville tra d in g territo ry , 
per year, $3 in advance; Zones one and tw o, $4 per 
year in advance, beyond first and second postal 
zones, per year, $5.50 in advance. 


E ntered a t Postoffice a t Circleville, Ohio, a s Second 
* 
• 
Class M atter. 


OPEN LETTERS 


TO MR. TOWN CLOCK 
D 
EAR SIR; 
Y o u attract the eyes of the 
entire 
community. 
More 
persons 
look at you every day than at any other 
particular thing in the uptown district. 
But, during the daytime they have a diffi­ 
cult time in telling just what time it is. 
.Your face needs touching up; it should be 
painted so that the hands and the face 
do not appear the same color. 
You would 
get much more attention if the county com­ 
missioners would make it easier for persons 
who look to you for help to read the time. 
CIRCUITEER 


TO PUMPKIN SHOW DIRECTORS 
O 
FFICIALS: There should be no question 
in your minds as to the approval of 
contests for square dancers, old time fid­ 
dlers and dance callers at the annual cele­ 
bration. These contests are certain to draw 
large entry lists and provide some real en­ 
tertainment. This type of entertainment is 
what the Pumpkin Show needs to stimulate 
new interest in the event. The amount ex­ 
pended for prizes is small in comparison 
with the amount paid for other types of 
entertainment that will not create nearly 
so much interest. 
CIRCUITEER 


TO WILBUR GRIFFITH 
C 
OACH: Your many friends in Pickaway 
county are sorry to learn that you will 
not be coaching Walnut township’s ath­ 
letes when they step on the 
basketball 
court next Winter. During your long re-; 
gime as coach of the Walnut athletes you 
have gained a notable reputation, not forj 
the championships that your teams might 
have won, but for the type of athletes you 
have turned out. Never in all these years 
has there been a Walnut township team 
that did not exemplify sportsmanship in I 
its finest phase. Next year you will not be 
handling the school’s cagers, but you will 
still be closely connected with the school 
and your influence will do much to help 
the boys wearing the Walnut township 
colors. Johnny Rawn, who succeeds you as 
coach, had an excellent record at Capital 
XL, and he should prove to be a successful 
coach, because he has ability and a person­ 
ality that is certain to “take” with the 
boys with whom he will work. 
CIRCUITEER 


TO OHIO HISTORY DAY ASSN. 
O F F IC E R S : Plans are under way for 
^ 
your 27th annual celebration at Logan 
Elm park. Some parts of the program have 
been arranged. In planning the program 
arrange one that is not too lengthy. In past 
years some of the programs have been ex­ 
ceptionally long. Bear in mind the major­ 
ity of the persons attending the celebration 
stand 
throughout the 
entire 
program. 
Many in the group are old folk and it is 
difficult for them to stand throughout 
lengthy addresses. Your programs have al­ 
ways been interesting and educational and 
attract large crowds. I believe the crowds 
would be even larger if the programs were 
not so long, 
CIRCUITEER 


TO RURAL FOLK 
pR IEN D S: Mark Thursday, August 17, 
as the date you will attend the Farm 
Bureau and Grange picnic at Gold Cliff 
park. The picnic will open at noon with a 
basket dinner to be followed by a program 
of recreation and contests. There will be 
no addresses. The picnic will be entirely 
a social affair. Remember, friends of Farm 
Bureau and Grange members are invited. 
CIRCUITEER 


TO U. B. CAMP ASSOCIATION 
C 
HURCHMEN: The success of your last 
' 
camp session is proved by almost im­ 
mediate announcement that more than 
$3,000 will be spent before the meetings 
start next year. The meeting just ended 
was regarded by pastors who attended it 
as the best in recent years. 
I hope that 
continued success greets your annual ses­ 
sions. An encouraging note is seen in the 
report that about two-thirds of the amount- 
needed for the improvements has been do­ 
nated or pledged already. 
CIRCUITEER 


TO JAMES NOBLE TOOTLE 
I \E A R SIR: Heartiest congratulations on 
your appointment as the principal 
candidate to West Point. Your friends hope 
you are successful in your physical and 
mental examinations to enter the academy. 
It is a great honor to be selected for such 
an appointment. 
' 
CIRCUITEER 


TO CIRCLEVILLE RESIDENTS 
EVERYONE: Have 
you 
c o n t r i b u t e d 
toward the fund for a municipal play­ 
ground? 
Remember your contributions 
may be either in pennies or dollars. Soli­ 
citors are covering various districts of the 
city for the larger contributions. 
Your 
penny contributions may be made in stores! 
throughout the downtown district. Those 


TO PEDESTRIANS 
P O L K : 
Many of you complain about 
traffic conditions and swear at motor­ 
ists who barely miss you, yet YOU fail 
to obey regulations at intersections. Take 
time to notice how many persons cross the 
street when the light for their direction 
of travel is red. 
Remember, a motorist 
expects to have a clear street ahead when 
he approaches a green light. 
Although 
city officials went to the expense to have 
traffic lanes painted at the downtown 
intersections for the safety of pedestrians, 
many Circleville folk will not cross be­ 
tween the lines. 
CIRCUITEER. 


-<& 
World At A Glance 
- B y - 
C harles P. S tew art 


ACTING TREA SU RY SEC R E­ 
TA RY JO H N W. H A NES, in a s­ 
sertin g th a t business is on the 
eve of a real forw ard m ovem ent, 
evidently 
didn’t 
realize the full 
im port of w hat he was predicting. 
I t 
sounded 
like a reasonable 
prophesy, to be sure. 
In 
fact, 
when H anes broadcast it a few 
days ago, the m arket already was 
allowing an upw ard tendency, He 
ae em s to be a first-class econo­ 
m ist, but apparently he isn t so 
crafty a politician, or m aybe he 
isn 't 
a 
thorough 
new spaper 
reader. 
If 
he’d 
followed 
the 
papers closely, surely h e ’d have 
noticed th at, about a week ahead 
of 
his 
utterances, 
President 
Roosevelt had accused congress of 
killing 
an 
incipient 
boom 
by 
shelving the n eu trality legislation 
he w as boosting for. 
So we have the president serv­ 
ing notice 
th a t a boom, in the 
m aking w as “busted" by the law ­ 
m akers, and his acting treasury 
secretary, rig h t on the heels of it, 
issuing a highly optim istic fore­ 
cast, 
B ut th e conflict betw een these 
tw o 
statem en ts 
connotes 
more 
than 
a 
m ere 
difference 
of 
opinion. 
# 
• 
* 
N E H D EA L’S HISTORY 
The 
R oosevelt 
adm inistration 


began w ith a New' Deal program . 
C ongress 
w as 
very 
rubber 
starnpish. 
W hatever the 
W hite 
House 
recommended the legisla­ 
tors acquiesced in. 
T here w as a 
little business bulge, but an in­ 
adequate one. 
Then followed the 
recession. 
I t s 
continued 
until 
very 
lately, 
since 
when 
it’s 
“pepped up" a bit. 
Now' 
i t s 
been 
de-pepperred 
again, according to F. D., by con­ 
gress' recalcitrancy. 
N ot so, rejoins S ecretary H anes 
— at this juncture w e’re about to 
prosper m ore than ever. 
And he 
cites 
sta tistics 
to 
prove 
it — 
quite convincing ones. 
O. K. H anes’ m anifest purpose 
is to dem onstrate th a t the New 
Deal is beginning to “tak e" be­ 
latedly. 
But doesn’t he sec th a t th ere’s 
an altern ativ e 
in terp retatio n to 
be placed on the situ atio n ? 
C ongress has turned anti-N ew 
D e a l-a n d business im proves im ­ 
m ediately. 
F. D. odesn't say so, 
no. 
How ever, his acting 
secre­ 
ta ry of the treasu ry does say so. 
Had a Republican 
or 
a 
Demo­ 
cratic anti-New' D ealer said it, It 
wouldn’t 
have 
counted. 
But 
Hanes is a sporting New D ealer— 
and possibly he know's w hat he's 
talking about, for he IS a sta r 
econom ist. 


Ae an econom ist, I ’d guess th a t 
he’d 
see 
now 
th a t he 
m is-ex- 
pressed 
him self as a politician. 
He did it a t a casual press con­ 
ference. 
He w asn 't thinking. 
IN 1940 
In 1940 the question is sure to 
be asked: 
Have the prosperity goods been 
delivered. 
It not 
the 
New Deal will be 
blamed fo r th eir non-delivery. 
If th ey HAVE been delivered, 
will the New' Deal get the credit 
for delivering them ? 
If. before congress revolted, the 
goods 
H A D 
been 
delivered — 
sure, the New Deal W OULD get 
the credit. 
But if the goods are delivered 
A FTER 
congress 
has 
turned 
thum bs downni on the New Deal 
W hite H o u se?—w on't it look as 
if such a turn-dow n 
w as 
w'hat 
business w as w aiting for? 
Q uite 
aw'hile 
earlier 
a 
big 
business pick-up would have m ade 
the New Deal solid on into n e a r­ 
infinity. 
If it comes soon, It’ll 
give the im pression th a t it’s a 
pick-up DELA Y ED by New Deal 
policies. 
If S ecretary 
M orgenthau had 
rem ained 
a t 
home, 
instead 
of 
going to Europe, on a vacation, it 
m ight 
have 
been 
expressed 
better. 


LAFF-A-DAY 


SAMES I*** 


f** 


m o n o 1 
WM 


Copr 1»J», King Fntura Syrx&«*, Int.. W or kl nght» mcmd 
* n 


“It deals, bids, and plays the cards— then registers 
the score. 
You just sit and talk!” 


DIET AND HEALTH 


<$>- 
V 
Doctors, Too, Get Hay Fever 


By LOGAN CLENDENING, M. D. 


GLEANED from Dr. W arren T. 
Vaughn’s currently published book 
on Allergy, the following notes on 
Hay Fever. 
Heredity. Hay Fever in twins. 
Among six pairs of identical twins, 
three pairs both had hay fever. In 
the cases of two pairs, the mothers 
also had it. In a pair of identical 
twins, one was sensitive to pollen, 
one to food. 
In two other sets, both twins had 
asthma. One pair was adult and did 
not remember the date of onset. In 


Dr. Clendening will answ er 
questions of general interest 
only, and then only through 
his column. 


the other pair—children—the onset 
of asthm a was ten months and elev­ 
en months. 


Experience of Two Sisters 


A personal observation of mine 
concerns two sisters. One had fall 
hay fever from the age of fifteen. 
The other was free until the age of 
twenty-eight, though exposed to the 
same environment. Then she devel­ 
oped severe hay fever — fall and 
spring type both. 
The doctors have it. Every doctor 
who has made im portant contribu­ 
tions to the study of hay fever had 
the disease himself. 
John Bostock, of Liverpool, de­ 
scribed in 1819 his own case of a 
“Periodical Affection of the Eyes 
and Chest,” which came on in the 
middle of June every year and lasted 
until the middle of July. It con­ 
sisted of inflammation of the eyes, 
“irritation of the nose, producing 
sneezing, which occurs in fits of ex­ 
trem e violence.” He was allergic to 
grasses, the common type of hay 
fever in England. 


Scoffed, Then Believed 


John Elliotson, Professor of Med­ 
icine at London University, knew “a 
very sensible and superior woman 
who thought it was the pollen that 
caused her hay fever and a rash on 
her hands.” He said this sarcasti­ 
cally, but afterw ards was convinced 
th at hay fever vcas caused by 
“farina" (pollen). Bostock did not 
know the cause. 
In America M orrill Wyman, Pro­ 
fessor of Medicine in H arvard, him­ 
self suffered severe attacks, and 
proved th a t the ragweed was the 
cause of fall hay fever by wrapping 
some in a paper, carrying it to the 
W hite M ountains, and on opening it 
induced an attack in all the mem­ 
bers of his fam ily (1870). 
W. P. D unbar of Ham burg, Ger­ 
many, in 1895, and R. C. Lowder- 
milk of Galena, K ansas, in 1911, 
gave pollen extracts to themselves 
to relieve their own hay fever; Dr. 


Lowdermilk, the first in the United 
States. 
Hon' far can hay fever follow you? 
Abbott Smith described a hay 
fever victim who on a boat fa r from 
land developed symptoms when the 
sails which had previously been 
furled were raised. Pollen grains 
lodged in the folds were liberated. 
Colonel Lindbergh, on his North 
Atlantic flight, found th a t air cur- 
| rents distribute clouds of pollen. 
An air current caught up and de- 
) posited a cloud of pollen in St. Louis 
so th at the ground looked as if it 
I had been sprinkled with sulphur. 


A Disease of Civilization 
Ie hay fever inrreoeting? As I re­ 
member back, I cannot recall ever 
having heard of hay fever in my 
boyhood. And this is confirmed by 
others of my contemporaries. I cer­ 
tainly never heard of it in medical 
school. 
The first time my attention was 
focused on the subject was when Dr. 
Lowdermilk of my neighboring state 
of Kansas read a paper on the sub­ 
ject before the county medical so­ 
ciety. 
Ragweed, the common cause of 
fall hay fever, is a product of civili­ 
zation. It prefers to grow in culti­ 
vated fields. Hay fever would thus 
naturally follow in the wake of more 
settled communities. 


QUESTIONS AND ANSW ERS 
B. F. G.: “Is the flow of natural 
lubricants lessened or injured by the 
use either of mineral oil or psyllium 
seed?” 
A nsw er: No. 


L J. Q.: “ My 11-year-old daugh­ 
ter had the bad luck of bringing 
lice home from school and I just 
don’t know w hat to do to rid her of 
this hum iliating affair." 
Answer— I assume th atthelieeare 
on the hair of the head. They may 
be on any p a rt of the body. A very 
good way to kill off the anim als and 
devitalize the ova is to apply raw 
petroleum mixed with equal parts 
of olive oil. It should be thoroughly 
applied to the scalp for one or two 
nights, followed in the morning by 
a shampoo with soap and w ater or 
tincture of green soap. In a child l l 
years old probably it is possible to 
sacrifice the hair entirely and then 
tre a t the scalp with ointm ent of 
am m oniated mercury. If the h air is 
not sacrificed, a fine-toothed comb 
should be assiduously used to de­ 
tach tho nits. 


EDITOR S NOTE: Dr. Clendenin* h u 
s«v«n pamphlet* which can ba obtained by 
readers. Each pamphlet sells tor IO cents. 
For any one pamphlet desired, send IO 
cents in coin, and a self-addressed envelope 
stamped with a three-eent stamp, to Dr. 
Ixxcart Clandening, In care of this paper. 
The pamphlets are: "Three Weeks* Redue- 
in* Diet ’, "Indigestion and Constipation’*, 
"Reducing and Gaining", "Infant Feed­ 
ing", "Instructions for the Treatment of 
Diabetes". "Feminine Hygiene" end "The 
Care of the Hair and Skin". 


Looking Back in Pickaway County 


SYNOPSIS 
LORENA 
HAMILTON has coing to 
Arizona to visit her uncle 
GEORGE BRAZEE, owner of Phantom 
ranch, whose leading cowboys are 
JERRY DALE, college-bred newcomer. 
who Is fascinated by Lorena, and 
8HOT ROGERS, who finds himself in 
love with her.s e e 
YESTERDAY: 
Rogers and his men 
find where Phantom cattle have been 
led up the dry bed of Ghost river, 
but are baffled when they can locate 
no signs of their coming out. 


CHAPTER THIRTEEN 
TOWARD sundown Shot Rogers 
decided 
gloomily th a t the rain 
meant to pound the Phantom ranch 
for the rem ainder of summer. He 
couldn’t do any scouting under such 
conditions. He was alone, and his 
horse was tired. Sensibly, he pre­ 
pared to hole in for the night. 
He already wore his slicker and 
he stalked around the boulders 
there until he found an opening 
that am ounted to a cave. Actually, 
It was a natural lean-to created in 
son: i prehistoric upheaval of the 
earth’s crust. But he knew it w*ould 
shelter him and his horse, even if 
the wind changed. He brought the 
horse in and unsaddled, then tied 
the anim al outside with his long 
lariat rope. 
“Now Rip, you old cuss, eat," 
Shot commanded. 
Rip promptly 
obeyed, cropping the grasses th at 
showed nearby. 
Shot ate cold food from his sad­ 
dle pack. He took his blankets from 
their canvas roll and squatted in 
them because it was cold. He could 
have m anaged a fire, even with wet 
w’ood, but the scouts had agreed 
th at fires would be too revealing. 
Shot wished he had something to 
do. He tried hum m ing a little, but 
mostly he just sat and thought. 
Thought about Lorena Hamilton. 
He pondered her name. Lorena. 
It was beautiful. She had said she 
was nick-named Rena. He didn’t 
like Rena as well; he liked Lorena 
a great deal. Lorena Hamilton. 
Lorena Rogers. Ha! Damned if a 
man don’t let his mind roam around 
crazy like, when he’s lonesome! 
Shot chided himself silently; he 
m ustn’t get to monkeying with 
such thoughts. All right to admire 
a woman and hurraw her a little 
and maybe keep company some— 
a fellow cain’t let himself get plumb 
out of touch with genteel w'ays 
but he hadn’t any right t'' be think­ 
ing in hopeful terms. 
He, Shot Rogers, didn’t have any­ 
thing. A medal or two for m arks­ 
manship. About $300 saved up In 
a bank. A $75 saddle and four good 
horses, a special deputy’s badge 
w'hich didn’t mean any pay to speak 
of, a new $22 hat and some prac­ 
tically new shoes, th a t’s about all. 
He spat through the “door" of his 
lean-to Into the evening tw ilight; 
spat contem ptuously. 
He w'as discounting or ignoring 
some significant assets, however 
It never occurred to Shot th at his 
big reserve was his youth. At 25 
he felt him self already grown, m a­ 


ture, arrived as high as he perhaps 
w'ould ever get. 
A t age 20 he had inherited a 
small ranch from his widower dad 
over in New Mexico. Bad business 
guesses and depression had caused 
him to lose it in less than two 
years. He had gotten a job next in 
Cochise county, Arizona, and had 
drifted around the settlem ent of 
Blanco. He was a chastened man 
now, a hard w orker who loved to 
ride and who could, moreover, ride 
exceedingly well, just as he could 
shoot exceedingly well. He knew 
horses and he m anaged to buy and 
sell and breed and raise a few on 
the side; th a t’s how he happened to 
have $300 in a bank. 
But sitting here on the mountain 
alone, he felt very inconsequential. 
He wondered w hat Lorena Hamil­ 
ton was doing. He was gazing ab­ 
stractedly out into the canyon rain 
when a motion suddenly attracted 
him. Instantly he was alert. He 
thought it was a deer. 
It was not hunting season, but 
Shot wanted to see the deer any­ 
way. Maybe it was a buck with a 
bunch of does—the prettiest sight, 
bar none, in the American wilder­ 
ness. 
He 
slipped 
silently 
out, 
passed by his horse Rip, and kept 
on trying to glimpse the moving 
object again. The clouds and the 
rain and the late hour m ade visi­ 
bility exceedingly poor, however. 
He hastened quietly up the can­ 
yon a few hundred yards, then 
turned suddenly right. If the deer 
went up slope, as they probably 
would if they scented him, he could 
count them against the nearby sky­ 
line 
when 
they 
topped 
i t 
He 
crouched against a protected rock 
wall and looked through the gray 
tracery of raindrops. Ten minutes 
or more he waited, then started to 
edge forward again. 
All at once his m outh dropped 
open. There, ’’ct 50 feet from him, 
a moving form m aterialized from 
the rain and became not an ani­ 
mal, but a man! 
In the same Instant Shot knew 
It wasn’t one of his own scouts 
It was undeniably a Mexican who 
carried a rifle and led a saddled 
horse. The going there had been 
too rough for riding; a man would 
have to lead his mount, Shot knew 
Shot remained motionless. He 
w asn’t in a com fortable position 
His right knee had been bent in 
walking and his body was crouched 
when he saw the other man. As a 
stalker must, however, he froze in 
stantly; stood absolutely still. But 
his thoughts were racing! 
F irst thought was of his own 
rifle, which even now leaned safe 
and dry on the interior of his nat 
ural rock lean-to, down canyon a 
few hundred yards. 
Second thought was of his pistol 
—-his very dependable pistol with 
which he was a crack shot, but 
which was now safe and dry under 
the tightly buttoned slicker he 
wore! 
The Mexican evidently had not 
seen him. He led the horse up 
against the same big rock th at 
I shielded Shot. 
I 
“Ho.” said the Mexican softly 


halting the animal. 
“Es 
bueno 
aqui.” 
Shot took opportunity to move, 
then; and to take the deep breath 
he had been sorely needing. The 
horse w asn’t 20 feet aw ay—Shot 
could see its tail switching. Also, 
he could see through the anim al’s 
legs enough to observe th a t the 
Mexican had squatted against the 
rock now, leaning back as if to 
rest. The Mexican was looking off 
at the rain, his rifle held in readi­ 
ness across his knees. 
Shot Rogers reached slowly to 
unbutton his slicker. The buttons 
were tig h t 
He tried to lift the slicker, skirt 
fashion. Its harsh, stiff rustling 
threatened to dom inate even the 
noise of the rain. The Mexican 
stirred, shifting position. 
Shot froze again, trying franti­ 
cally to m ake up his mind. 
• 
* 
• 
‘The furniture can all be stacked 
in the two east bedrooms, honey,” 
Sally Brazee was saying. “T hat’ll 
m ake plenty of space w ith the liv­ 
ing and dining room open together 
this way. And—” 
"Why, yes, Aunt Sally! I should 
say so!” 
Well, you’ll need it, honey, for 
your first dance. The boys all took 
to you. W e’ll have a crowd.” 
But we haven’t sent any invita­ 
tions yet.” 
Law me, Lorena, we don’t need 
to! Dance news travels fast out 
here. Every ranch in 25 miles will 
know It by tomorrow or next day. 
They’ll mostly all come, too, never 
you fear! They’ll know they're wel­ 
come. Now, I say you take Mid­ 
night and some of the Mexican 
women’s children, go down yonder 
a ways by the stream , and bring 
back arm fuls of them green vines 
to decorate the rooms with. We’ll 
m ake a sort of bower over here in 
the corner where the drinks’ll be.” 
Punch, Aunt Sally?" 
No. Well, some, if you w ant to. 
But I m ostly send in to Blanco for 
sody pop and such trim m ings. But 
I don’t tolerate any hard drinking, 
no 
alcohol!" 
Mrs. 
Brazee 
said 
th at em phatically. “George never 
touches It, and nobody In my house 
never does.” 
“I’m glad for th at.” said Lorena, 
simply. “I’ll help. I’m so thrilled, 
honestly I am. I’ve never seen a 
dance like this one. I’ve been so 
disturbed about all the talk of 
death and bloodshed-—goodness! A 
dance will be a happier tim e.” 
“T hat it will, honey. T hat's an­ 
other reason why George w anted us 
to have It. He wanted people to get 
calmed dowrn. You have no Idea 
how 
these 
killings 
have 
upset 
things.” 
They had a lot of fun planning, 
Lorena and her aunt sitting to­ 
gether in bedclothes this n ig h t 
Sally B razee’s hair w*as silvery and 
Lorena Ham ilton’s was a juvenile 
brown, but the two had a deal in 
common. They talked and even 
giggled a lot, like college room­ 
m ates, until at IO o'clock Aunt 
Sally said: “My goodness, it’s tim e 
to be in bed.” 
(To Be Continued) 


One-Minute Test 
1. W hat and w*here is Hondu­ 
ras ? 
2. Who, according to the Bible, 
was the first child bom on the 
earth ? 
3. In w hat sta te did the Iro ­ 
quois Indiana chiefly live? 


W ords o f W isdom 
Physical courage which despises 
all danger, will m ake a man brave 
in one way, and m oral courage, 
which despises 
ill opinion, 
will 
m ake a m an brave in another.— 
The form er 
would 
seem 
m ost | 
necessary for the cam p, the la tte r 
for the council, but to constitute 
a great m an both are necessary. 
—Colton. 


and ability to stick to one thing 
- unless born in the p. rn. 


One-Minute Test Answers 
1. It is a republic in C entral 
A m erica, bounded on the north 
and northeast by the C aribbean 
sea, by N icaragua on the south­ 
east, Salvador 
and 
the 
Pacific 
ocean on the southw*est and G ua­ 
tem ala on the west. 
2. Cain. 
3. New York. 


You're 
Telling Me! 


FIVE YEARS AGO 
Miss M ary May Haswell 
left 
for Chicago to visit the Century 
of Progress. 


Mr. and Mrs. W illiam liaise 


and children, of Ja ck so n tow n­ 
ship, returned from a trip to 
M am m oth Caves. 


H arriett 
M orris, 
Saltcreek 
tow'nship, returned from a m otor 
trip through 
the 
New* England 
states and C anada. 


IO YEARS AGO 
Mrs H ildeburn Jones and Mrs. 
Charles 
T. 
Gilmore 
left 
w ith 
Miss B ertha Allen for a week in 
New York City. 


Bob Pickens and Dick Rob­ 
inson left on a m otor trip to 
Portland, Me. 


C harlotte and V irginia Caskey 
returned from a two week visit 
w ith 
friends 
and 
relatives 
in 
Sandusky. 


25 YEARS AGO 
Mr. and Mrs. George WaUser, 


—— ------------------------------------- 
4 


of S altcreek 
township, observed 
th eir golden wedding anniversary. 


Mr. and Mrs. W. ll. F reder­ 
ick. of Kinderhook, are visiting 
relatives in Kingston. 


P atrolm an George 
E. 
Caskey 
and fam ily are taking a vacation 
in M ichigan. 
— o 
- 


Roses are how preserved in tin 
cans in England. 
Thus does the 
queen 
of 
flow ers 
accept, 
in 
search of a longer life, the statu s 
of the lowly bean. 


H ints on E tiquette 
Avoid 
frow ning, 
screw ing 
up 
your 
features 
or 
m aking 
other 
grim ances 
w’hile 
talking. 
They 
detract from w h at you have to 
say, 
calling 
atten tio n 
to them ­ 
selves ra th e r th an the conversa­ 
tion. 


T oday’s Horoscope 
Sudden and unexpected events 
and upheavals seem im pending for 
today’s b irthday children. 
Keep 
cool and consult your elders. 
Be 
guided by them . 
I t w*ill be only 
a short tim e ere fortune sm iles 
again. 
The child born on this 
date will succeed through travel. 
He or she will be good natured, 
but of a som ew hat restless dis­ 
position 
lacking 
determ ination 


FREE TUBE 


w i t h i c v e r y 


SAFETY-CRIP 
BIKEjjriRE 
' m T Y i m T 


We Pay For 
Horses $5— Cows $3 
o f H i c a u d C o n d i ti o n 
HOGS H I ERP CAM KS COLT* 
H r mu i r d 
P r o m p t l y 
Call 
CIRCLEVILLE 
FERTILIZER 
Telephone 


R e c e n t 
I 
4 
R acerae 
C h a rg e * 
C h a rier* 
K. G. Hu rh lie Ii lite. 


Slops QuteUri 
Run* Long sri 
DAVIS DELUXE 
BIKE TIRE 
26 x 2.125 
e a 
JI* 2 9 


CABLED 
DISPATCH 
says 
th a t 
Prim e 
M inister 
C ham ber­ 
lain ’s tw o bodyguards also carry 
um brellas. 
They 
can ’t 
be 
gu ard s—they m ust be doubles. 
* 
* * 
M ussolini’s salary is less 
than 
$10,000. 
But, then, w hat hardy 
m erchant would dare send him 
a bill? 
* 
* 
* 
Incidentally, 
ll Duce doesn’t 
w an t folks t o know he is 56. 


FOR SATURDAY 
Perfection Brand 
OVERALLS 
Bib or Bibless 


5 7 c 
I. W. KINSEY 
125 N. COURT ST. 


FOR THAT 


r 
v 
i i v 
r 
i i T 
■ 
v J y J m X - i J n J I 
i 
JOB 


Either Large or Small ; 


CALL 
THE PICKAWAY 
GRAIN CO. 
PHONE 91 


Also Lime— Plaster—Sewer and 
Drain Tile— Flue Liners, etc. 


A D E B T -F R E E 
HOME 


Most people want a home of their own. 
The F. H. A. monthly reduction loan plan 
helps you buy your home, 
lf you borrow 
$2400, your monthly payments are $22.07. 
This amount includes principal, interest, 
county taxes, fire insurance, etc. By mak­ 
ing 240 monthly payments in 20 years you 
OWN YOUR HOME, FREE OF DEBT. 
It Pays to Borrow at 
THE CIRCLEVILLE SAVINGS 
& BANKING CO. 
116 NORTH COURT STREET 
THE FRIENDLY BANK------ 


W hy? 
Could it be because folks 
then would think a m an of his 
age ought to know* b e tte r? 
• 
* • 


R ussia's 
new 
com m ander 
of 
fa r 
eastern 
arm ies 
is 
G eneral 
Popoff. 
W here he really belongs 
w ith a nam e like th a t—is in the 
foreign office of 
any 
E uropean 
country. 
* 
• • 


The man at the next desk says 
he’s a tru ly great m an who isn t 
licked 
until 
a fte r 
he’s 
dead— 
and then only because his face 
appears on a postage stam p. 
. 
. 
. 


N ight 
horse 
racing, 
says 
a 
sports story, will soon be here. 
Gosh, then soon we’ll be betting 
on 
instead 
of 
being 
afraid 
of 
night m ares. 
* 
* • 
The turbines of a luxuary liner 
use alm ost 32,500 b arrels of fuel 
oil on a tran saltan tic crossing. 


,:v. .MSI** ,r 
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Social Happenings - Personals - News of Interest to 


10-Table Bridge Party 
Held for Brides-Elect 


Today’s Fashion 


Margie H u n s i c k e r 
Hostess 
For 
Two 


«>- 


Varl-colored garden flowers in 
lovely profusion were used for de 
coration by Miss Margie Hunsick­ 
er when she entertained Thursday 
evening at 
the 
Wardell 
party 
home with a dessert bridge, com­ 
plimenting two much-feted brides- 
elect, Miss Helen Yates and Miss 
Grace Teegardin. 
Large vases of the colorful flow­ 
ers were scattered about the rooms 
while smalP 
vases centered each 
of the tables 
where the guests 
were seated for salad and dessert 
courses served early in the even 
in g. 
Miss Margaret Rooney and Miss 
Ann Story were high scorers at 
bridge in play at ten tables, the 
hostess rewarding them with fine 
prizes. 
Miss Hunsicker also pre 
sented gifts to Miss Teegardin and 
Miss Yates. 
Out-of-town guests 
were Miss 
Teegardin, Mrs. Paul 
Teegardin, 
Miss Thelma O’Hara and Mrs. 
William Duvall, of Ashville, Miss 
J T-argaret Dunlap, Mrs. Louise C 
Holtzman, 
and 
Miss 
Virginia 
Smith, 
of 
Williamsport, 
Miss 
Story, of Washington C. H., Mrs. 
Robert Cassil, of Logan, Mrs. Vat- 
tier Courtright, of Chillicothe, and 
Miss Roberta Bolin, Mrs. Gerald 
McVey, Mrs. Frank Teegardin, and 
Mrs. Dwight Teegardin, of Colum­ 
bus. 
Mrs Clark Hunsicker 
assisted 
her daughter 
in 
arranging the 
party, one of a number planned for 
the pleasure of 
Miss Teegardin, 
who is to be w'ed August 25 to 
Mr. Melvin Kiger, and Miss Yates, 
the fiancee of Mr. Forrest Brown, 
Cambridge. 
* 
* 
* * 
M. E. Society 
Last year's officers of the Wo­ 
men’s Missionary society of the 
Methodist church were reelected 
for the year 19 39 -40, Thursday af­ 
ternoon, at the meeting of that 
organization in the church parlors. 
Serving for a second term are Mrs. 
Charles Gerhardt, president; Mrs. 
W. T. Ulm, first vice president; 
Miss Carrie Johnson, second vice 
president; Mrs. Fred Nichols, third 
vice president; Mrs. W. C. Baum, 
fourth vice president; Miss Letha 
Beavers, recording secretary; Mrs. 
S. G. Rader, treasurer; Miss Anna 
Grimes, corresponding secretary; 
Mias Carrie Johnson, pianist; Mrs. 
H. O. Grant, mite box secretary; 
Mrs. Hattie Denman, membership 
secretary; Mrs. W. L. Funk, as­ 
sistant 
membership 
secretary; 
Miss Anna Kirkwood, stewardship 
secretary; and Mrs. M. E. Noggle, 
chorister. 
Mrs. H. O. Qrant, Mite Box Sec­ 
retary, had charge of the mite box 
opening during the meeting, which 
opened with singing of a hymn. 
Miss 
Anna 
Kirkwood 
led 
the 
Stewardship Candle Lighting ser­ 
vice, Mrs. M. E. Noggle sang the 
hymn, “I Gave My Life for Thee,” 
and Mrs. Grant, chairman of the 
nominating 
committee, read the 
committee report. 
Following the reelection of of­ 
ficers a stewardship story from 
China was read by Mrs. S. G. 
Rader. 
Mrs. Charles Gerhardt, 
president, read a letter from Miss 
Josephine Scovil, of California, fol­ 
lowing it with a story of Malaya, 
"The 
Pageantry of Light” by 
Emma Olson. 
After the benediction came a 
social 
hour 
with 
refreshments 
served by the officers. 
* 
* 
* 
Visitor Honored 
Six were in the party who ar­ 
ranged a wiener roast for Thurs­ 
day evening for the pleasure of 
Miss Jane Dunton, of Greenfield, 
Mass., who is the house guest of 
Mrs. O. H. Dunton, S. Court street. 
Miss Mary Fickardt, Miss Re­ 
gina Thornton, Miss Marilyn Lutz, 
Miss Virginia Hulse, Miss Helen 
Mast, and Miss Dunton, after pick- 
nicking at Devil's Backbone, re­ 
turned to the home of Miss Mast 
for several hours of cards. 


Social 
Calendar 
<£------------------------------------ 


FRIDAY 
W A S H I N G T O N 
GRANGE, 
Washington school, 
Friday at 
8 p. m. 
SUNDAY 
REUNION OF THE DESCEND- 
ants of David A. and Mary 
Leist, Sunday, at the Stouts- 
ville campground. 
LANMAN FAMILY REUNION, 
Rising park, Lancaster, Sunday. 
MARBARGER REUNION, SCIO- 
to Grange hall, Sunday. 
LUTHER 
LEAGUE 
PICNIC. 
Rising park, Lancaster, party 
leaving Lutheran parish house 
at 2:30 p. m. Sunday. 
Me DILL 
REUNION, 
GOLD 
Cliff park, Sunday. 
MONDAY 
GLEANERS’ CLASS, PONTIUS 
U. B. church, 
home of Miss 
Bertha Doering, 
Washington 
towmship, Monday, 7:30 p. m. 
PHI 
BETA 
PSI, 
WIENER 
roast, Gold Cliff park, 
Mon­ 
day, 6 p. m. 
TUESDAY 
PICKAWAY COUNTY GARDEN 
club, farm of Henry Swearing­ 
en, Fox, supper at 6 p. m., 
Tuesday. 
GRANDMOTHERS’ 
N I G H T 
Saltcreek 
Valley 
Grange, 
Saltcreek 
township 
school, 
Tuesday at 8 p. m. 
LOGAN ELM GRANGE, PICK- 
awrny township school, 8 p. m., 
Tuesday. 
WEDNESDAY 
AMERICAN LEGION 
AUX1L- 
iary, 
Post 
room, 
Memorial 
hall, Wednesday. 
JOLLY TIME 
CLUB BASKET 
picnic, Gold Cliff park, 1:30 
p. m., Wednesday. 
LUTHERAN 
LADIES’ 
SOCI- 
ety, all-day meeting, 
Warner 
Lutheran church, Wednesday. 
D. A. C. MEETING AND COV- 
ered dish dinner, home of Mrs. 
Edgar Hodge, near Mechanics- 
burg, noon, Wednesday. 


Charles 
B. 
Wing, Mechanics-; 
burg, a landscape 
gardener and 
horticulturist, 
was 
a 
business 
visitor in Circi< prflle Friday. Mrs. 
Eleanor Bisell, E. Main street, re- j 
turned 
to 
Mechanicsburg with | 
Mr. Wing to spend a few days 
visiting 
Mrs. 
Wing. 
Following 
this visit, Mrs. Bisell plans a short 
trip to Indian Lake, where she 
will be the guest of her 
sister,; 
Mrs. Ot.ha Harman. 
* 
* 
* 
Mr. and Mrs. Martin Merritt, of 
Ashland, who have been visiting 
Mr. and Mrs. Ray Cook, Pleasant 
street, have 
returned 
home 
ac-1 
companied by Miss Dorothy Cook 
who will spend several days with 
them in Ashland. 
* 
* 
* 
Mr. and Mrs. Frederick H. Tan- i 
ner, N. Court street, and Mr. urday from a week’s vacation trip 


Tanner’s brother, Edw’ard Tanner, I i0 " asil*nRt°” . E* C. 


GARDEN-GRAPH 


There are 
many 
leaf-spots or 
leaf diseases of maple trees. 
All 
of them are caused by the attacks 
of fungi. 
One of the 
leaf 
diseases 
of 
maples leaf is illustrated in today’s 
Garden-Graph. 
Tar leaf-spot is 
most frequently found on 
red. 
silver and cut-leaf maples. 
The spots are a light green color 
at first, then they turn black and 
become raised like a blister. The 
following S 
ing the black fungus 
spots burst open and the spores 
are carried bv the wind to the 
new foliage which they quickly in­ 
fect. 
Control of tar-leaf spot includes 
raking up leaves from an infected 
mapie tree in the Fall. Such leaves 
must be burned. Sprayed the foli­ 
age in early Spring with Bordeaux 
mixture is 
an 
added protective 
measure. 


Tarlton, were business visitors 
in j street, has returned from a ten-day 
Circleville Thursday. 
j visit to her uncle and aunt, Mr, 
* 
* 
* 
1 and Mrs. James Milholland, Pitta* 
Miss Harriet Harman. W. Mound > burgh. 


Tar Leaf-Spot of Maple» 


NOTHING LIKE a smart black 
dress for you town gals. And the 
right dress will not only shine in 
midsummer but be on the job 
looking 
like 
a million, 
come 
autumn. Here is a slim black silk 
jersey with a panel of shirring at 
the center of the 
tight-fitting 
bodice and a demure Peter Pan 
collar. 
The skirt is flared with 
extra gathers center front. 
The 
set-in belt has a looped bow ef­ 
fect in front. 
Shirring at the el­ 
bow gives the sleeves a pushed-up 
look. 


| of Fort Wayne, Ind., left Thurs 
day evening on a trip to Niagara 
Fa*lls and the New York World's 
1 Fair, and to Aston, N. Y., where 
; they will visit Mr. and Mrs. G. T. 
I Tanner. 
* 
* 
* 
Mrs. 
D. 
T, 
Binns 
and son, 
Tommy, of Chillicothe, spent Wed­ 
nesday with Mrs. Binn’s sister, 
Mrs. 
Homer 
Wright, 
Saltcreek 
towmship. 


eye Lake, to a house party, includ­ 
ing Miss Peggy Goeller, Miss Mary 
Ruth 
Owens, 
and 
Miss 
Doris 
Waters. 
Mrs. M. R. Klingensmith is chap­ 
eroning the girls, who left for the 
resort Thursday. 


* 
* 
* 
Logan Elm Grange 
An unusual variety program is 
being planned 
by 
Mrs. Marvin 
Dreisbach, lecturer of the Logan 
Elm 
Grange, 
for 
the 
regular 
meeting 
of the grange Tuesday 
evening at 8 p. m. in the 
Picka­ 
way township school. 
After the 
program 
refreshments 
will 
be 
served. 
* 
* 
* 
Dinner-Bridge Club 
Mr. and Mrs. Frank Kibby and 
Mr. and Mrs. 
William 
Dunlap 
were additional guests Thursday 
evening when Mr. and Mrs. Harry 
Dunlap entertained the members 
of 
the 
Williamsport 
dinner- 
bridge club at their home wrest of 
Williamsport. 
Vases of Summer flowers dec­ 
orated small tables at w’hich the 
guests 
were 
served a six-thirty 
o’clock dinner. 
Ladies’ 
prizes in the 
auction 
bridge session following the din­ 
ner were awarded to Mrs. 
Lee 
Luellen, 
high 
scorer, and Mrs. 
H. W. Campbell, low. Mr. Camp­ 
bell was high and George LeMay 
low' for the men’s prizes. 
The 
hosts 
presented a guest 
gift to Mr. and Mrs. Kibby. 
Present were 
Mr. and 
Mrs. 
Clark Hunsicker, 
of 
Circleville, 
Mr. and Mrs. Harold Bowers, of 
Ashville, 
Mr. 
and 
Mrs. 
Glenn 
Baker, of Wilmington, Mr. and 
Mrs. Russell McDill, of Frankfort, 
Mr. and Mrs. Edward S. Ander­ 
son, Mr. and Mrs. Campbell, Mr. 
and Mrs. Luellen, Mr. and Mrs, 
S. B. Metzger, Mr. and Mrs. Le­ 
May, 
Harry 
McGhee, Mr. and 
Mrs. Kibby, Mr. and Mrs. Dunlap, 
and the hosts. 
Mr. and Mrs. Hunsicker will en­ 
tertain the group Sept. 14. 
D. A. C. Meets 
Dau; 
**8 of American Colon- 
iata meet 
next 
Wednesday with 
Mrs. Edgar W. Hodge at her home 
near Mechanicsburg for a coopera­ 
tive luncheon and regular meeting, 
the session starting at noon. 
"Architecture of Colonial Homes 
of New England” 
by Mrs. Ella 
Taylor Zahn. of Mt. Sterling, is 
the topic for the meeting, 
* 
* 
* 
To Honor Bride-Elect 
Miss Nelle Radabaugh, of Cin­ 
cinnati, bride-elect of Donald A. 
May, Circleville 
is to be honor 
guest 
next 
Tuesday 
evening 
w’hen Miss Harriet Oelgoetz enter­ 
tains with a linen shower at her 
home in Columbus. 
Among those 
invited 
is Miss 
Mary K. May, sister of Mr. May, 
w'hose wredding to Miss Radabaugh 
will be Saturday. Aug. 19 , in the 
Pleasant 
Ridge 
Presbyterian 
church, Cincinnati. 
* 
* 
* 
Hoste»» at Cottage 
Miss Jane Klingensmith, North- 
ridge road, is hostess this week at 
the Klingensmith cottage, Buck- 


Beavers-Beckett 
Mr. and Mrs. O. M. Beckett, of 
Commercial 
Point, 
announced 
Thursday the marriage of their 
daughter, 
Miss 
Dorothy Lucille 
Beckett, to Mr. 
Harold 
Myron 
Beavers, of Scioto towmship. 
An event of last Tuesday, the 
wmdding took place in the Pres­ 
byterian church in Plain City, the 
Rev. Mr. Patterson officiating. 
The bride's parents and Mr. and 
Mrs. Kermit Dowms, of near Ash­ 
ville, 
w'ere 
present for the ex­ 
change of vow’s performed before 


a background of large baskets of 
Summer flowers and candelabra. 
An attractive 
blue 
linen suit 
wras worn by the bride, rose buds 
and delphinium 
with 
touches of 
w’hite forming her shoulder cor­ 
sage. 
After the ceremony the couple 
left 
for 
a 
short wedding trip. 
When they return they will reside 
on their farm in Scioto towmship. 
Mrs. Beavers, who was formerly 
a teacher in the Jackson towmship 
school, is now’ employed by the 
Scioto Towmship board of educa­ 
tion. 
* 
* * 
Real Folks Club 
Nine 
members of 
the 
Real 
Folks’ club and their families en­ 
joyed the club’s 
annual 
picnic, 
their 
regular 
August 
meeting, 
held at Gold Cliff park 
Friday 
evening. 
After a covered 
dish 
supper, 
there was a social hour, the group 
planning to meet next with Mrs. 
Herbert Gray, 
Wayne township, 
on Sept. 14. 


* 
* 
* 
Morris Chapel Aid 
Mrs. Eva MusseLman and Mrs. 
Marvin Musselman 
were 
assist­ 
ant hostesses 
Friday 
afternoon 
when the Morris Chapel Aid soci 
ety met with Mrs. Albert Mussel 
man at her home 
in 
Pickaway 
towmship for its regular August 
session. 
With the president, Mrs. Albert 
Musselman, 
in 
the 
chair, 
the 
group opened with singing 
and 
the 
Scripture 
reading 
of 
the 
Twenty-third psalm. 
Minutes and roll call by Mrs 
Jacob Glitt were completed, Mrs 
Glitt announcing that there were 
54 sick calls and 11 cards sent 
during the preceding month. 
A recitation by Marilyn June 
Valentine, a vocal duet by Mrs 
Glitt and Miss Clara Belle Kerns 
and a piano solo by Miss Mar 
vene Stuckey formed a program 
of entertainment. 
Yearly coin bags for church ex 
penses w’ere collected after which 
the group sang the closing song, 
"Sweet 
Hour of Prayer,” 
and 
Mrs. Musselman 
dismissed them 
with a prayer. 
The hostesses served ice cream, 
cookies, and iced 
tea 
to 
fifty 
members 
and 
guests 
including 
two from a distance, Miss Kerns, 
of Kingston, and Miss Ara Drake, 
of Rossburg, Ohio. 
Next month’s meeting is with 
Mrs. Luther Anderson, Pickaway 
towmship on Thursday, Sept. 7. 
* m * 
Phi Beta Psi 
Phi Beta Psi sorority members 
will meet at Gold Cliff park Mon 
day at 6 p. m. for a wiener roast. 
Members of the committee plan 
ning the picnic are Miss Peggy 
Parks. 
Miss 
Elizabeth 
Tolbert, 
and Miss Wilmina Phebus. 
* 
* * 
Gleaners’ Class 
Gleaners’ 
class of the Pontinus 
U. B. church will 
meet with Miss 


<$>- 
FOR SATURDAY 
WILSON BROS. 
TIES 
Summer Patterns 
22* 
ea 


I. W. KINSEY 
125 N. COURT ST. 


H A M I L T O N 
"The Watch of 
Railroad Accuracy” 
Hamilton Reagan 
asm» 


17-Jewel Yellow Gold Fill $40.00 


L. M. BUTCH CO. 
Jewelers 
W. Main St. 


William Weiler, of Wayne town­ 
ship, and his grandson, Maynard j 
Weiler, are on a ten-day’s vacation 
trip in the East. They plan to visit 
Williamsburg, Washington, D. C., 
Philadelphia, and New Yo?k City 
before returning home. 
* 
* 
* 
Mrs. Myron Bee man and son, 
William Frederick,of Youngstowm, 
are spending a few' days with Mrs. 
Beeman’s parents, Mr. and Mrs. 
William Weiler, Wayne towmship. 
* 
* 
* 
Mr. and Mrs. Merrill Poling and 
daughter, 
Maxine. 
Norma 
Jean 
Crossland, and Mrs. W. F. Rudisill, 
of Pickaway township, have re­ 
turned from a visit with friends in 
Findlay, 
McComb, and Deshler, 
Ohio. 
# 
* 
* 
Mr. and Mrs. Clark Will and 
son, Charles, Mrs. C. E. Groce, 
and Miss Grace Moodie spent Fri­ 
day in Marietta on a sight-seeing 
trip. 
« 
* 
* 
Mr. and Mrs. Frank Marion, E. 
Franklin street, will return Sat- 


Misses 
Agnes 
and 
Charlotte 
Schaal, 
Saltcreek 
township 
at­ 
tended Wednesday the wrndding of 
Miss Pauline Shyrock 
and 
Mr. 
Marion 
Hetler 
at 
the 
Main 
; Street Episcopal church in Mans­ 
field. 
* 
* 
* 
Mrs. J. L. 
Leist and son. of 
j Washington township, were Circie- 
■ ville business visitors Thursday. 
* 
* * 
Miss Mary Lou Leist, of Hamil­ 
ton, is the house guest of her aunt, 
Mrs. Frank 
R. 
Beck 
and sons, 
Frank and Jack, Northridge road. 
* 
♦ * 
Miss Bess Creager, Stoutsville, 
was a Thursday shopper in Circle­ 
ville. 


* 
* 
* 


is visiting Mrs. Meinhardt Crites. 
E. Franklin street. 


* 
* 
* 
Mrs. Ed Wright, 
of 
Harrison 
towmship, was 
in 
Circleville on 
business Thursday. 
* 
* 
* 
Mr. and Mrs. William Hay, of 
Ashville, were Circleville business 
visitors Thursday. 
* 
* 
* 
Mrs. Loring Leist, of Washing­ 
ton towmship, 
was a visitor in 
Circleville Thursday. 
* 
* 
• 
Miss 
Lula 
Garner, 
Ashville, 
visited Circleville Thursday. 
* * * 
Miss Nellie and Merle Kuhn, of 


Bertha Doering at her home in 
Washington towmship Monday at 
7:30 p. m. 


Mrs. Charles 
Hoover, 
of Ash- | 
ville, visited Circleville Thursday. 
* 
* 
* 
Mrs. Garnet McColister 
and 
daughters, of Laurelville. shopped 
in Circleville Thursday. 
* 
* 
# 
Mrs. John 
Walters 
and 
Miss 
Mary Walters, Circleville township, 
were shoppers Thursday in Circle­ 
ville. 


* 
* 
* 
Mrs. Frank Clark. Williamsport, 
wms a Thursday visitor in Circle­ 
ville. 
* 
* 
* 
Mrs. Ray Heffner and daugh­ 
ters, of Walnut township, visited 
Thursday in Circleville. 
• 
* 
* 
Miss Ruth Montelius. of Pick­ 
away towmship, shopped in Circle­ 
ville Thursday.m m m 
Mrs. Kelly Hannan, Lancaster, 


IMPORTANT 


It’s 
an 
important 
when you buy the 
occasion 


WEDDING RING 


We guarantee the wadding ring. 
Price and quality will suit you. 
Come in and see the new' ones. 


T. K. Brunner & Son 


HAMILTON & RYAN 
PRESCRIPTION DRUGGISTS 


PYTHIAN CASTLE 
CIRCLEVILLE, OHIO 
114 N. Court St. 
Phone 213 


100 Bayer Aspirin . . . 59c 
Ingersoll Watches . . $1.00 
Frozen Fudge Sundae . .10c 
75c Lavoris 
. 
. . 
. 
59c 
$1.00 Adex Tablets . . 79c 
50c J. &J. Talc . . . .39c 
Kotex— 12 Pads . . . 20c 
$1.00 Drene Shampoo . 
79c 
$1.25 Petrolagar . . . 89c 


GYPSY 
75c 
CREAM 
CASTORIA 
50c 
59 c 


$1.00 
BANANA 
VITALIS 
SPLIT 
79 c 
15c 


60c Alka Seltzer . . 
Similac 
. 
. . . 
$1.00 Miles Nervine 
Gypsy Tan Oil 
. . . 
Kotex— 30 Pads . . 
Kleenex— 500 Sheets 
$1.20 Sal Hepatica' . 
$1.20 Syrup Pepsin . 


49c 
88c 
83c 
50c 
48c 
28c 
97c 
94c 


The smartest girls in your class will be getting "m Dutch" when they 


go bade to school! For Kate Greenaway has designed a whole group 


of Dutch Dresses. You'll love the Rembrandt collars,; theJ^hiKf 


pockets that you can thrust out with your hands like a ga y woode* 


shoe girt. You’ve never seen dresses that were more fun to weq i n ^ 


or more flattering. They'll FIT W EL L -svZ W A S H W ELLf^*!© *« 
WEAR WELL because they are authentic Kate Greenaway s3T 
$1.00 
$1.19 
$2.00 


ENJOY EASY ELECTRIC COOKING WITH AN 
ELECTRIC ROASTER 


- • * a i s 
‘ out-*****, 


I O * » « 


c0°o'J1 


cíts**s 
W ITH OUT 


, v o * * ' 


* \ t c h * 
* coo»- ! 


Why not begin now to enjoy the ee*e arid convenience of cooling with 
an Electric Roaster? See the many models on display today! Prices start 
at $7.50. 


OROP IN AND ^ 
SeZ'fot'tpuUdjf 


ITHI WAY TO ¿&U6* 
A 
COOKING- 
LIVING/ 


FEIGE 
TRIAL OFFER 


Try * nMMta r in 
yoor mu» bora* 
for eme 
Ab­ 
solutely Free! 


Columbus and Souther 
Ohio Electric Company 
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Social Happenings - Personals - News of Interest to Women 


10-Table Bridge Party 
Held for Brides-Elect 


Margie H u n s i c k e r 
Hostess 
For 
Two 


Varl-colored garden flowers in 
lovely profusion were used for de­ 
coration by Miss Margie Hunsick­ 
er when she entertained Thursday 
evening at 
the 
Wardell 
party 
home with a dessert bridge, com­ 
plimenting two much-feted brides- 
elect, Miss Helen Yates and Miss 
Grace Teegardin. 
Large vases of the colorful flow­ 
ers were scattered about the rooms 
while small'- vases centered each 
of the tables 
w’here the guests 
were seated for salad and dessert 
courses served early in the even­ 
ing. 
Miss Margaret Rooney and Miss 
Ann Story were high scorers at 
bridge in play at ten tables, the 
hostess rewarding them with fine 
prizes. 
Miss Hunsicker also pre­ 
sented gifts to Miss Teegardin and 
Miss Yates. 
Out-of-town guests 
were Miss 
Teegardin, Mrs. Paul 
Teegardin, 
Miss Thelma O’Hara and Mrs. 
William Duvall, of Ashville, Miss 
I Margaret Dunlap, Mrs. Louise C. 
Holtzman, 
and 
Miss 
Virginia 
Smith, 
of 
Williamsport, 
Miss 
Story, of Washington C. H., Mrs. 
Robert Cassil, of Logan, Mrs. Vat- 
tier Courtright, of Chillicothe, and 
Miss Roberta Bolin, Mrs. Gerald 
McVey, Mrs. Frank Teegardin, and 
Mrs. Dwight Teegardin, of Colum­ 
bus. 
Mrs Clark Hunsicker 
assisted 
her daughter 
in 
arranging the 
party, one of a number planned for 
the pleasure of 
Miss Teegardin, 
who is to be wed August 25 to 
Mr. Melvin Kiger, and Miss Yates, 
the fiancee of Mr. Forrest Brown, 
Cambridge. 
* 
* 
* 
M. E. Society 
Last year’s officers of the Wo­ 
men’s Missionary society of the 
Methodist church were reelected 
for the year 1939-40, Thursday af­ 
ternoon, at the meeting of that 
organization in the church parlors 
Serving for a second term are Mrs 
Charles Gerhardt, president; Mrs 
W. T. Ulm, first vice president; 
Miss Carrie Johnson, second vice 
president; Mrs. Fred Nichols, third 
vice president; Mrs. W. C. Baum, 
fourth vice president; Miss Letha 
Beavers, recording secretary; Mrs. 
S. G. Rader, treasurer; Miss Anna 
Grimes, corresponding secretary; 
Miss Carrie Johnson, pianist; Mrs. 
H. O. Grant, mite box secretary; 
Mrs. Hattie Denman, membership 
secretary; Mrs. W. L. Funk, as­ 
sistant 
membership 
secretary; 
Miss Anna Kirkwood, stewardship 
secretary; and Mrs. M. E. Noggle, 
chorister. 
Mrs. H. O. Qrant, Mite Box Sec­ 
retary, had charge of the mite box 
opening during the meeting, which 
opened with singing of a hymn. 
Miss 
Anna 
Kirkwood 
led 
the 
Stewardship Candle Lighting ser­ 
vice, Mrs. M. E. Noggle sang the 
hymn, “I Gave My Life for Thee,” 
and Mrs. Grant, chairman of the 
nominating 
committee, read the 
committee report. 
Following the reelection of of­ 
ficers a stewardship story from 
China was read by Mrs. S. G. 
Rader. 
Mrs. Charles Gerhardt, 
president, read a letter from Miss 
Josephine Scovil, of California, fol­ 
lowing it with a story of Malaya, 
“The 
Pageantry of Light” by 
Emma Olson. 
After the benediction came a 
social 
hour 
with 
refreshments 
served by the officers. 
* 
# 
* 
Visitor Honored 
Six were in the party who ar­ 
ranged a wiener roast for Thurs­ 
day evening for the pleasure of 
Miss Jane Dunton, of Greenfield, 
Mass., who is the house guest of 
Mrs. O. H. Dunton, S. Court street. 
Miss Mary Fickardt, Miss Re­ 
gina Thornton, Miss Marilyn Lutz, 
Miss Virginia Hulse, Miss Helen 
Mast, and Miss Dunton, after pick- 
nicking at Devil's Backbone, re­ 
turned to the home of Miss Mast 
for several hours of qards. 
* 
* 
• 
D. A. C. Meets 
Daut, 
"» 
American Colon­ 
ists meet 
next 
Wednesday with 
Mrs. Edgar W. Hodge at her home 
near Mechanicsburg for a coopera­ 
tive luncheon and regular meeting, 
the session starting at noon. 
“Architecture of Colonial Homes 
of New England” 
by Mrs. Ella 
Taylor Zahn, of Mt. Sterling, is 
the topic for the meeting. 
• 
* 
* 
To Honor Bride-Elect 
Miss Nelle Radabaugh, of Cin­ 
cinnati, bride-elect of Donald A. 
May, Circleville 
is to be honor 
guest 
next 
Tuesday 
evening 
when Miss Harriet Oelgoetz enter­ 
tains with a linen shower at her 
home in Columbus. 
Among those 
Invited 
is Miss 
Mary K. May, sister of Mr. May, 
whose wedding to Miss Radabaugh 
will be Saturday, Aug. 19, in the 
Pleasant 
Ridge 
Presbyterian 
church, Cincinnati. 
* 
* 
* 
Hostels at Cottage 
Miss Jane Kllngensmith, North­ 
ridge road, is hostess this week at 
the Kllngensmith cottage, Buck- 


Today's Fashion 
<$> 


FRIDAY 
W A S H I N G TON 
GRANGE, 
Washington school, Friday at 
8 p. rn. 
SUNDAY 
REUNION OF THE DESCEND- 
ants of David A. and Mary 
Leist, Sunday, at the Stouts­ 
ville campground. 
LANMAN FAMILY REUNION, 
Rising park, Lancaster, Sunday. 
MARBARGER REUNION, SCTO- 
to Grange hall, Sunday. 
LUTHER 
LEAGUE 
PICNIC. 
Rising park, Lancaster, party 
leaving Lutheran parish house 
at 2:30 p. rn. Sunday. 
MCDILL 
REUNION, 
GOLD 
Cliff park, Sunday. 
MONDAY 
GLEANERS’ CLASS, PONTIUS 
U. B. church, 
home of Miss 
Bertha Doering, 
Washington 
township, Monday, 7:30 p. rn. 
PHI 
BETA 
PSI, 
WIENER 
roast, Gold Cliff park, 
Mon 
day, 6 p. rn. 
TUESDAY 
PICKAWAY COUNTY GARDEN 
club, farm of Henry Swearing­ 
en, Fox, supper at 6 p. rn., 
Tuesday. 
GRANDMOTHERS’ 
N I G H T 
Saltcreek 
Valley 
Grange, 
Saltcreek 
township 
school, 
Tuesday at 8 p. rn. 
LOGAN ELM GRANGE. PICK- 
away township school, 8 p. rn., 
Tuesday. 
WEDNESDAY 
AMERICAN LEGION 
AUX1L- 
iary, 
Post 
room, 
Memorial 
hall, Wednesday. 
JOLLY TIME 
CLUB BASKET 
picnic, Gold Cliff park, 1:30 
p. rn., Wednesday. 
LUTHERAN 
LADIES* 
Soci­ 
ety, all-day meeting, 
W arner 
Lutheran church, Wednesday. 
D. A. C. MEETING AND Cov­ 
ered dish dinner, home of Mrs. 
Edgar Hodge, near Mechanics­ 
burg, noon, Wednesday. 


eye Lake, to a house party, includ­ 
ing Miss Peggy Goeller. Miss Mary 
Ruth 
Owens, 
and 
Miss 
Doris 
Waters. 
Mrs. M. R. Kllngensmith is chap­ 
eroning the girls, who left for the 
resort Thursday. 
* 
* 
* 
Logan Elm Grange 
An unusual variety program is 
being planned 
by 
Mrs. Marvin 
Dreisbach, lecturer of the Logan 
Elm 
Grange, 
for 
the 
regular 
meeting of the grange 
Tuesday 
evening at 8 p. rn. in the Picka­ 
way township school. 
After the 
program 
refreshments 
will 
be 
served. 
* 
• 
* 
Dinner-Brtdge Club 
Mr. and Mrs. Frank Ribby and 
Mr. and Mrs. 
William 
Dunlap 
were additional guests Thursday 
evening when Mr. and Mrs. Harry 
Dunlap entertained the members 
of 
the 
Williamsport 
dinner- 
bridge club at their home west of 
Williamsport. 
Vases of Summer flowers dec­ 
orated small tables at wliich the 
guests 
were 
served a six-thirty 
o’clock dinner. 
Ladies’ 
prizes in the 
auction 
bridge session following the din­ 
ner w^ere awarded to Mrs. 
Lee 
Luellen, 
high 
scorer, and Mrs. 
H. W. Campbell, low. 
Mr. Camp­ 
bell was high and George LeMay 
low for the men’s prizes. 
The 
hosts 
presented a guest 
gift to Mr. and Mrs. Ribby. 
Present were 
Mr. 
and 
Mrs. 
Clark Hunsicker, 
of 
Circleville, 
Mr. and Mrs. Harold Bowers, of 
Ashville, 
Mr. 
and 
Mrs. 
Glenn 
Baker, of Wilmington, Mr. and 
Mrs. Russell McDill, of Frankfort, 
Mr. and Mrs. Edward S. Ander­ 
son, Mr. and Mrs. Campbell, Mr. 
and Mrs. Luellen, Mr. and Mrs, 
S. B. Metzger, Mr. and Mrs. Le­ 
May, 
Harry 
McGhee, Mr. and 
Mrs. Ribby, Mr. and Mrs. Dunlap, 
and the hosts. 
Mr. and Mrs. Hunsicker will en­ 
tertain the group Sept. 14. 
* 
* 
* 
Beaver*-Beckett 
Mr. and Mrs. O. M. Beckett, of 
Commercia! 
Point, 
announced 
Thursday the marriage of their 
daughter, 
Miss 
Dorothy Lucille 
Beckett, to Mr. 
Harold 
Myron 
Beavers, of Scioto towmship, 
An event of last Tuesday, the 
wedding took place in the Pres­ 
byterian church in Plain City, the 
Rev. Mr. Patterson officiating. 
The bride’s parents and Mr. and 
Mrs. Kermit Downs, of near Ash­ 
ville, 
were 
present for the ex­ 
change of vow’s performed before 


Personals 
GARDEN-GRAPH 


Charles 
B. 
Wing, Mechanics­ 
burg, a landscape 
gardener and 
horticulturist, 
was 
a 
business 
visitor in Circleville Friday. Mrs. 
Eleanor Bisell,*E. Main street, re­ 
turned 
to 
Mechanicsburg with 
Mr. Wing to spend a few days 
visiting 
Mrs. 
Wing, 
Following 
this visit, Mrs. Bisell plans a short 
trip to Indian Lake, where she 
will be the guest of her 
sister, 
Mrs. Ot.ha Harman. 
* 
* 
• 
Mr. and Mrs. Martin Merritt, of 
Ashland, who have been visiting 
Mr. and Mrs. Ray Cook, Pleasant 
street, have returned home 
ac­ 
companied by Miss Dorothy Cook 
who will spend several days with 
them in Ashland. 


ii rd ay from a week’s vacation trip 
Mr. and Mrs. Frederick H. Tan­ 
ner, N. Court street, and Mr., 
^ 
: Tanner's brother. Edward Tanner. , 10 Washington. D. C. 
i of Fort Wayne, Ind., left Thurs­ 
day evening on a trip to Niagara i 
Agnes 
and 
Falls and the New York World’s i Schaal, 
Saltcreek 
township 


There are many leaf-spota or 
leaf diseases of maple trees. 
All 
of them are caused by the attacks 
of fungi. 
One of the 
leaf 
diseases 
of 
maples leaf is illustrated in today’s 
Garden-Graph. 
Tar leaf-spot is 
most frequently found on red, 
silver and cut-leaf maples. 
The spots are a light green color 
at first, then they turn black and 
become raised, like a blister. The 
following S ing the black fungus 
spots burst open and the spores 
are carried by the wind to the 
new foliage which they quickly in­ 
fect. 
Control of tar-leaf spot includes 
raking up leaves from an infected 
maple tree in the Fall. Such leaves 
j must be burned. Sprayed the foli­ 
age in early Spring with Bordeaux 
mixture is 
an 
added protective 
measure. 


Tarlton, w ere business visitors in street, has returned from a tei 
Circleville Thursday. 
i visit to her uncle and aunt, 
* 
* 
* 
and Mrs. James Milholiaad, 
Miss Harriet Harman, W. Mound I burgh. 


GIRLS... 
* 


Tar Leaf-Spot of Maple** 


Charlotte 
at- 
Fair, and to Aston, 
N, Y., where 
tended Wednesday the wadding of 
they 
will visit Mr. and Mrs. G. T.j Misg Pauline 
shyrock and Mr. 
Marion 
Hetler 
at 
the 
Main 
Street Episcopal church in Mans­ 
field. 


NOTHING LIKE a sm art black 
dress for you town gals. And the 
right dress will not only shine in 
midsummer but be on the job 
looking 
like 
a million, 
come _ 
, 
.. 
t ... , 
autumn. Here ie a .lim black .ilk To," n,y' 
Lh.lhcoth£ .pent Wed- 
jrr.ey with a panel of chirring at ««<>»* with Mr*. Binna .elater.. 


Tanner. 


Mrs. 
D. 
T. 
Binna 
and 
son, 


the center of the 
tight-fitting 
bodice and a demure Peter Pan 
collar. 
The skirt is flared with 
extra gathers center front. 
The 
set-in belt has a looped bow ef­ 
fect in front. 
Shirring at the el­ 
bow’ gives the sleeves a pushed-up 
look. 


Mrs. Binn’s 
Mrs. 
Homer 
Wright, 
Saltcreek 
township. 
* 
* 
* 


Mrs. J. L. 
Leist and son, of 
Washington township, were Circle­ 
ville business visitors Thursday. 
* 
* 
* 
William Weiler, of Wayne town- 
_ 
. 
. 
ahip, and Wa grandson, Maynard , 
Mary LOU Leist. of Hamil- 
Weiler. are on a ten-day's vacation 
* ou“ 
' 


a background of large baskets of 
Summer flow'ers and candelabra. 
An attractive 
blue 
linen suit 
was worn by the bride, rose buds 
and delphinium with touches of 
white forming her shoulder cor- 
sage. 
After the ceremony the couple 
left 
for 
a 
short wedding trip. 
When they return they will reside 
on their farm in Scioto township. 
Mrs. Beavers, who was formerly 
a teacher in the Jackson township 
school, is now’ employed by the 
Scioto Township board of educa­ 
tion. 
* 
* * 
Real Folks C lub 
Nine members of 
the 
Real 
Folks' club and their families en­ 
joyed the club’s 
annual 
picnic, 
their 
regular 
August 
meeting, 
held at Gold Cliff park 
Friday 
evening. 
After a covered 
dish 
supper, 
there was a social hour, the group 
planning to meet next with Mrs. 
Herbert Gray, 
Wayne township, 
on Sept. 14. 


* 
* 
* 
Morris Chapel Ald 
Mrs. Eva Musseiman and Mrs. 
Marvin Musseiman 
w’ere 
assist 
ant hostesses 
Friday 
afternoon 
when the Morris Chapel Aid soci 
ety met with Mrs. Albert Mussei­ 
man at her home 
in 
Pickaway 
township for its regular August 
session. 
With the president, Mrs. Albert 
Musseiman, 
in 
the 
chair, 
the 
group opened with singing 
and 
the 
Scripture 
reading 
of 
the 
Twenty-third psalm. 
Minutes and roll call by Mrs. 
Jacob Glitt were completed, Mrs 
Glitt announcing that there were 
54 sick calls and l l cards sent 
during the preceding month. 
A recitation by Marilyn June 
Valentine, a vocal duet by Mrs. 
Glitt and Miss Clara Belle Kerns, 
and a piano solo by Miss Mar- 
vene Stuckey formed a program 
of entertainment. 
Yearly coin bags for church ex 
penses were collected after which 
the group sang the closing song, 
“Swreet 
Hour of 
Prayer,” 
and 
Mrs. Musseiman 
dismissed them 
with a prayer. 
The hostesses served ice cream, 
cookies, and iced 
tea 
to 
fifty 
members 
and 
guests 
including 
two from a distance, Miss Kerns, 
of Kingston, and Miss Ara Drake, 
of Rossburg, Ohio. 
Next month’s meeting is with 
Mrs. Luther Anderson, Pickaway 
township on Thursday, Sept. 7. 


* 
* 
* 
Phi Beta Psi 
Phi Beta Psi sorority members 
will meet at Gold Cliff park Mon­ 
day at 6 p. rn. for a wiener roast. 
Members of the committee plan­ 
ning the picnic are Miss Peggy 
Parks. 
Miss 
Elizabeth 
Tolbert, 
and Miss WU min a Phebus. 
• 
• • 
Gleaners’ Class 
Gleaners’ 
class of the Pontinus 
U. B. church will 
meet with 
Miss 


FOR SATURDAY 


WILSON BROS. 
TIES 
Summer Patterns 
- 22c 
I. W. KINSEY 
125 N. COURT ST. 


H A M I L T O N 
“The Watch of 
Railroad Accuracy” 


Hamilton Reagan 


trip in the East. They plan to visit 
Williamsburg, Washington, D. C., 
Philadelphia, and New Yo?k City 
before returning home. 
* 
* * 
Mrs. Myron Beeman and son, 
William Frederick,of Youngstown, 
are spending a few' days with Mrs. 
Beeman’s parents, Mr. and Mrs. 
William Weiler, Wayne township. 
* 
* * 
Mr. and Mrs. Merrill Poling and 
daughter, 
Maxine, 
Norma 
Jean 
Crossland, and Mrs. W. F. Rudisill, 
of Pickaway township, have re­ 
turned from a visit with friends in 
Findlay. 
McComb, and Deshler, 
Ohio. 
* 
• • 
Mr. and Mrs. Clark Will and 
son, Charles, Mrs. C. E. Groce, 
and Miss Grace Moodie spent Fri­ 
day in M arietta on a sight-seeing 
trip. 
• 
* 
• 
Mr. and Mrs. Frank Marion, E. 
Franklin street, will return Sat- 


Bertha Doering at her home in 
Washington township Monday at 
7:30 p. rn. 


Mrs. Frank 
R. 
Beck 
and sons, 
Frank and Jack, Northridge road. 
* 
* 
* 
Miss Bess Creager. Stoutsville, 
w’as a Thursday shopper in Circle­ 
ville. 
* 
* 
* 
Mrs. Charles 
Hoover, 
of Ash­ 
ville, visited Circleville Thursday. 
* 
* 
* 
Mrs. Garnet McColister 
and 
daughters, of Laurelville, shopped 
in Circleville Thursday. 


* 
* 
* 
Mrs. John 
Walters 
and 
Miss 
Mary Walters, Circleville township, 
were shoppers Thursday in Circle­ 
ville. 
* 
* 
* 
Mrs. Frank Clark. Williamsport, 
w’as a Thursday visitor in Circle­ 
ville. 
* 
• 
* 
Mrs. Ray Heffner and daugh­ 
ters, of Walnut township, visited 
Thursday in Circleville. 
• 
• 
* 
Miss Ruth Montelius. of Pick­ 
away towmship, shopped in Circle­ 
ville Thursday. 
* * 
*» 
Mrs. Kelly Hannan, Lancaster, 


is visiting Mrs. Meinhardt Clites. 
E. Franklin street. 


* 
* 
* 
Mrs. Ed Wright, 
of 
Harrison 
tow’nship, w’as in 
Circleville on 
business Thursday. 
* 
* 
* 
Mr. and Mrs. William Hay, of 
Ashville, were Circleville business 
visitors Thursday. 
* 
* * 
Mrs. Loring Leist, of Washing­ 
ton township, was a 
visitor in 
Circleville Thursday, 


* 
* 
* 
Miss 
Lula 
Garner, 
Ashville, 
visited Circleville Thursday. 
* 
* 
* 
Miss Nellie and Merle Kuhn, of 


17-tTewd Yellow Gold Fill $40.00 


L. M. BUTCH CO. 
Jewelers 
W. Main St. 


HAMILTON & RYAN 
PRESCRIPTION DRUGGISTS 


PYTHIAN CASTLE 
CIRCLEVILLE, OHIO 
114 N. Court St. 
Phone 213 


IOO Bayer Aspirin . . . 59c 
Ingersoll Watches . . $1.00 
Frozen Fudge Sundae 
. .10c 
75c Lavoris 
. 
. 
. 
. 59c 
$1 .OO Adex Tablets . . 79c 
50c J. & J. Talc . . . .39c 
Kotex— 12 Pads . . . 20c 
$1.00 Drene Shampoo 
. 79c 
$1.25 Petrolagar . . . 89c 


GYPSY 
75c 
CREAM 
CASTORIA 
50c 
59c 


$1.00 
BANANA 
VITALIS 
SPLIT 
79c 
15c 


60c Alka Seltzer . . . 49c 
S im ila c ................... 88c 
$1.00 Miles Nervine . . 83c 
Gypsy Tan Oil 
. 
. 
. 
. 
50c 
Kotex— 30 Pads . . . 48c 
Kleenex— 500 Sheets . 28c 
$1.20Sal Hepatica' . . 97c 
$1.20 Syrup Pepsin . . 94c 


IMPORTANT 


It’s 
an 
important 
occasion 
when you buy the 


WEDDING RING 


We guarantee the wadding ring. 
Price and quality will suit you. 
Come in and see the new ones. 


T. K. Brunner & Son 


w o o d * 


The smartest girls in your class will be getting **1n Dutch * what* HHY 
go back to schooii For Kale Greenaway has designed a whole group 
of Dutch Dresses. You'll love the Rembrandt collars*^ the 
pockets that you can thrust out with your hands like a gay 
shoe girl, You've never seen dresses that were more fun to 
or more flattering. They'll FIT WELL 
WASH WELL’ 
WEAR WELL because they are authentic Kate Greenaway 


$1.00 
$1.19 
$2.00 


ENJOY EASY ELECTRIC COOKING WITH AN 
ELECTRIC ROASTER 


tO * * T* ' 


f ill * 4 


• tit* * 
***** 
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CO 
OOT 


VfVlHOUY 
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Why not begin now to enjoy the twee ami convenience of cooling with 
an Electric Roaster? See the many models on display today! Prices start 


a t $7.50. 


DROP IN A N D , 
S ke’f a ’ffeuUtljf 


^THI WAY TO 
* 
COOKING- Buist LIVING/ 


TRIA!. C 


tr y a dmmIm Ie 
yoer own bora* 
for one week ab­ 
solutely Free! 


Columbus and Southern 
Ohio Electric Compan 


fmm* in 
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Sa ltcreek Va lley 
by O. S, Mo wery 


The Mo o dy reunio n wa s held a t 
the 
co untry home of Mr. and 
Mi's. Omer E. Judy , east of Tarl- 
to n la st Sunda y , Aug. 6. 
Ab out 
7 5 were present and at the noon 
ho ur a most excellent dinner was 
serv ed which was spread out cm 
a 
lo ng ta ble which 
was 
im­ 
mensely enjoyed 
b y 
ev ery one 
present. 
The 
following 
were 
present: 
Mr. and Mrs. William Moody and 
daughter Ann, Mrs. Ethel Moody 
and daughter Ruth, Mr. and Mrs. 
Earnest Vellery, daughters Mar­ 
tha, Norma Jean, 
Carolyn Sue, 
sons Edwin and Carl, Mrs. Mar­ 
tha Mab e, son Jimmy and Mrs. 
Cryder all of London, O.. Mr. and 
Mrs. Ralph Acton, 
sons 
Dav id, 
Paul and Tommy, Mr. and Mrs. 
Alb ert Stater, 
sons Jimmy and 
Joe, Mrs. 
Effie 
Dick son, Mrs. 
Mary North, Mrs. Margaret Delp, 
Granv ille Moodys, son Ralph all 
of Lancaster. O., Elery 
Moody, 
son Wilb ur of Dayton. O., Harry 
McCue. Miss Pauline Moody. Mr. 
and Mrs. Lee Barnhart, all of Co­ 
lumb us, 
Mrs. 
Helen 
Shaffner, 
daughter Jean, sons Dick , Jack , 
Dav id and Hugh, all of Basil, O., 
Mr. and Mrs. Clarence Judy, son 
Frank lin of Tarlton, 
Mr. 
and 
Mrs. Edwin Judy, sons Gary and 
Dale of Pleasantv ille, O., Mr. and 
Mrs. Curtiss Strous, sons Dav id, 
Richard and Eugene of Adelphi, 
Mr. and Mrs. Orley Judy, daugh­ 
ter Joanne, son Phillip, and Mr. 
and Mrs. Omer E. Judy. The day 
was spent in just hav ing a gen­ 
eral 
good 
time 
for 
ev eryone 
present. 
-Saltcreek Valley 
Lloyd Dille is spending his v a­ 
cation 
with 
his 
grandmother, 
Mrs. L. L. Smith of Haynes. 
He 
will stay until his school b egins. 


Stonerock picnick ed Thursday at 
the Shaeffer farm near Darb y. 
— ------------- Oak land----------------- - 
Mrs. Valley Boyer v isited Miss 
Nellie Ryan Tuesday afternoon. 
-------------------Oak land------------------. 
Mrs. 
Leota 
Mowery 
v isited 
Thursday with her mother, Mrs. 
Eliza McClelland in Laurelv ille. 
— ——-----------Oak land----------------- - 
Mr. and Mrs. Clay Watts, Lan­ 
caster, 
Mr. 
and 
Mrs. 
Ernest 
Miller, 
daughter 
Patty 
Logan. 
Mr. and Mrs. 
Ralph 
Williams, 
Welston, Mr. 
and 
Mrs. Arthur 
Milligan and I. H. Milligan pic­ 
nick ed at Lak e Zalesk i 
Sunday. 
All were supper guests of Mr. and 
Mrs. Williams in Welston. 
-------------------Oak land—--------------- - 
Mrs. 
Belle 
Valentine 
and 
daughter 
Dana 
and 
Howard 
Stonerock v isited Mrs. Ella Lutz 
at the home of her son, 
Leslie, 
south of Amanda. 
------------------ Oak land-------------------- 
Mr. and Mrs. Harold 
Kittrell 
and son of ("Jlouster returned to 
their home after spending his v a­ 
cation with his parents. Mr. and 
Mrs. C. L. Kittrell. 
------------------ Oak land------------------- 
Mr. and Mrs. Frank Gardner of 
near Bremen called at the home 
of Mr. and Mrs. 
Leroy 
Arter 
Wednesday. 
—— ----------- Oak land——-------------- 
Mr. and Mrs. Ernest Cox and 
family 
of near 
Bethany 
were 
Sunday dinner guests of Mr. and 
Mrs. Roy Swan and family. 
-------------------Oak land---------------.— 
W. D. Valentine and son, Ed­ 
ward of Blue Valley and Mr. and 
Mrs. Otto Mowery and children of 
Columb us. 
George 
Harmon, Mr. 
and Mrs. Guy Mowery were Sun­ 
day dinner guests 
of 
Mr. 
and 
Mrs. Lev i Harmon and family. 
•Oak land 


ings b y Myrtle De Hav en and Miss j Drum and Mrs. George 
Ov ermire 
Clara Grace Sharp. 
At the close of the program the 
memb ers and guests were inv ited 
to the b asement where refresh­ 
ments of watermelon and ice tea 
was serv ed at a long decorated 
tab le b y the hostess to 28 mem­ 
b ers and three guests. 
A Bib le 
contest was presented b y Miss 
Amy McClelland and Mrs. Ruth 
Bushnell was 
the 
winner, 
Mrs. 
Ethel Clay was welcomed into the 
society b y the president. 
--------------- Laurelv ille---------------- 
Mrs. Lilliam McClelland 
read 
the dev otional program, songs, “I 


and daughter, Judy 
a nd Richa rd 
Bowers of Columb us 
were 
the 
Sunday guests of 
Mr. a nd Mrs 
George Bowers. 
--------------- Laurelv ille---------- — 
Mr. and Mrs. Howard Grubb o f 
Columb us 
spent 
the 
weekend 
with Mr. and Mrs. Charles 
La p- 
pan. 
--------------- Laurelv ille------------------ 
Mrs. 
Gene 
Shupe 
and 
Mrs. 
Julia Francis of Columb us 
were 
the guests of Mr. and 
Mrs. Ha r­ 
v ey Bochart of Tarlton, Sunday. 
--------------- Laurelv ille------------- — 
Mrs. 
Wayne 
Hall 
and 
Mrs. 
Need Jesus” and "This Is My Lawrence Hedges were Columb us 
Father’s World", the 103rd Psalm 
was read in unison followed b y 
the Lord’s 
Prayer 
the 
meeting 
closed with the b enediction. 
Laurelv ille- 


Layamnd Sohrenssen, 
Wendell 
Mowery, Rob ert Julian, Don, Ver­ 
non and Charles Sharp spent Sun­ 
day afternoon at Gold Cliff. 
Oa k lan d----------------— 
Mr. and Mrs. Rob ert Jack and 
son. Bob b y of Lancaster 
v isited 
Wednesday ev ening with Mr. and 
Mrs. Earl Friesner. 
---------------------- O a k l a n d — ---------------- - 
Mr. and Mrs. Fred Heigle and 
daughters, Ruth. Rub y and Shir­ 
ley were Sunday guests of Mr. 
and 
Mrs. 
Samuel 
Bak er 
near 
Logan. 
Rub y remained for a few 
days v isit. 


Mr. and Mrs. Lawrence Hedges, 
and children. Lila Jean, Miriam | 
and Don, Mr. and Mrs. George 
Swepston 
and daughter, 
Joyce, 1 
Mr. and Mrs. Marcellus Young and 
son, Roger, Mr. and Mrs. Raymond 
Hedges, Walter Hedges and Mr. 
and Mrs. Lawrence Hinton enjoy­ 
ed picnic dinner and swimming in 
Buck eye Lak e, Sunday. 
--------------- Laurelv ille---------------- 
Miss Gwendolyn Dent left Sat­ 
urday ev ening for New York City 
to attend the World’s Fair and 
other places of interest. 
----------------Laurelv ille—---------- — 
Mr. and Mrs. Guy 
Thompson 
are announcing the marriage of 
their 
daughter, Della Marie, to 
Wayne Frances 
of 
Bull Creek , 
son of the late 
Mr. 
and 
Mrs. 
Chauncey 
Frances, on July 29 , 
19 39 . 
----------------Laurelv ille—------------ - 
Benny 
Young 
is 
attending 
Bib le 
School 
in 
Adelphi 
this 
week . 
-Laurel v ille- 
Mrs. Charles 
Liv ely, Mrs. Be­ 
linda Priddy, Frank Wilson, Paul, 
Hugh and Lois Ann 
Liv ely, Mr. 
and 
Mrs. 
Virgil 
Durant, 
Mrs. 
George Fetherolf and Mrs Grace 
Pearce attended 
Field 
Day at 
Clark sb urg, 
Thursday. 
One 
of 


Bushnell 
attended 
the 
Camp" at Ross 
Hock ing 
this week end. 
Laurel v ille- 


----------- Saltcreek Valley— -------- 
Mrs. 
Edith 
Miller of Toledo 
v isited with Mrs. Harv ey Bock ert 
last Wednesday, and others of her 
old school mates and friends for 
sev eral days. 
————— Saltcreek Valley------------ 
Mrs. 
Grace 
Shutt, son John 
Howard of Currensv ille, Pa., are 
spending the week with her par­ 
ents, 
Mr. 
and 
Mrs. Elmer F. 
Strous of Stringtown. 
Saltcreek Valley------------ 
There were 75 in attendance at 
the 
Soil 
Sonserv ation 
Serv ice 
Demonstration at the 
farm 
of 
O. S. Mowery, last Tuesday 
in 
charge of C.C.C. camp and soil 
conserv ation 
Technical 
Stall. 
Fairfield, 
Pick away 
and 
Ross 
counties were represented. 


Mr. 
and'^M rs. O*. S, Mowery, j trip L°. Ü1e W°rld’s Uoultry Con-! mately 75 relativ es and friends in 
Mrs. 
Virginia 
lairJrh.r. 
a J s l * 1'*“ - leav ing Laurelv W« Monday' 
" 


v isitors Saturday. 
Laurelv ille------------— 
Mr. and Mrs. Paul Arledge of 
Columb us spent the week end with 
Mr. and Mrs. Harley Jink s. 
-------------Laurelv ille---------— . 
Mr. and Mrs. 
Denv er 
Drum 
and 
children, 
Mab el 
and 
Jean 
Ruth and Miss Lillian Notestone 
returned to their home 
Monday 
after spending a week at 3touts- 
v ille Camp meeting. 
-------------Laurelv ille—---------— 
Mrs. Anna Valentine of Colum­ 
b us spent Sunday with her sis­ 
ter. Miss Maude Mettler of Maple 
street. 
-------------Laurelv ille----------- — 
Mr. and Mrs. Gene 
Notestone 
and daughters, Mary Ruth, Joan 
and Jean of Columb us are spend­ 
ing a week ’s v acation with Mr. 
and Mrs. Denv er Drum. 
-------------Laurelv ille——----- — 
Mrs. Herb ert Bak er of Colum­ 
b us spent Wednesday and Thurs­ 
day with C. D. Bushee and Mr. 
and Mrs. Wayne Strous. 
-------------Laurelv ille-------------- 
Mr. and Mrs. Wayne sharp and 
daughter, Marilyn 
Jo 
and Mrs. 
Mary Strous were 
the 
Sunday 
guests of Emanuel Thompson and 
family. 
-------------Laurelv ille-----------— 
Eleanor 
and 
Edgar 
Ottmer 
Kelley are spending two 
week s 
with Dr. and Mrs. A. E. Gregory 
of New Carlisle. 
-------------Laurelv ille-------------- 
Mr. and Mrs. O. C. Peters of 


nuamimniiiDfmninmuaiiWiii»iiOTmmnnnnnmmnDi»i j a nd fa mily o f La nca ster will mo v e 
AMANDA 
to their new ho me in Ama nda 
which 
they 
recently 
purcha sed 
MMMBClQroiBKllMMMMSMIUUQ^MMQSMHI I fro m Fred Hines o f Ashv ille. Mr. 
Glen Julia n o f St. Cla ir Sho res, a nd Mrs. 
Charles Shaeffer parents 
Michigan 
is 
spendihg the week I of Howard 
Shaeffer 
will liv e o n 
with his pa rents Mr. a nd Mrs. Fred 
Julian and o ther rela tiv es 
Memb ers o f the Julia n fa milv 


the o ther pro perty lo ca ted o n the 
fa rm. 
Amanda- 
Mr. and Mrs. Frank Belong o f 
gathered at the ho me o f Mr. a nd I park er> 
Kansas, 
were 
recent 
.. 
_ _, _ T ... 
. 
. ^ 
. 
g uests of Mr.and Mrs. D. W. Be- 
Mrs. Charles Julian Jr., at Rush- in- . 
mu 
■ ^ 
* 
lo ng . They 
were 
accompanied 
v ille, Sunday fo r a picnic dinner, ho me b y Mr. and Mrs .D. W. Be- 
Those present 
were Mr. Glen Jul- lo ng and daughter Margaret. They 
ian, St. Clair Sho res, Michig a n, v isltec* points o f interest in In- 
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ATLANTA 
By Ma rg a ret Ellen Ev a ns 
loifliiiiiiinifiiiitiiinuiiiiniiiHiDiniiinitiinHiitimiHatfiiiiiiii 
Do na ld Smith 
o f Middleburg , 
a nd To mmy No testine o f Belle 
fo nta ine, were Mo nda y o v ernig ht 
g uests of 
Mr. a nd 
Mrs. 
Leslie 
Canup. 
-Atlanta- 


Mr. and Mrs. Raymond Finley, M-. 
diana, Illinois. Missouri, Ok lahoma 
. . . 
. . 
, and Kansas. Enroute home the Be 
Mr » nH M r? 
^ 
« f ’ ,ongs ca,1« < 
Mr. and Mrs. Jos 
Mr. and Mrs. Charles Julian Sr., 
eph Warner and Mr. Silas Warner 
of Pana, HI. 


KINGSTON 


Mr. and Mrs. Fred Julian, Mr. and 
Mrs. Paul Julian, 
Misses Helen 
Bette Rob erta and Susie 
Julian, 
John and Joe Julian. 
--------------- Amanda--------------- 
Mrs. George 
Reed, assisted b y j «HQHnnHinranniiwimniiimiiimnminiriiiiniiiiHmintJtm! 
Mrs. Gale Reed, 
entertained the 
Methodist 
Missionary 
Society, | 
A 
delightful 
“out of doors" 
Thursday ev ening at their home 
j meeting of the Epworth League 
north of Amanda. 
j was enjoyed, on Sunday ev ening, 
♦ v ,Thf b uslness 
meeting preceded at the home of Mr. and Mrs. Char 
the following program with Mrs. 
Ray Griffith program leader.—De­ 
v otions—Mrs. Minnie Waits. "Field 
support"—Mrs. 
Griffith, Demon­ 
stration—"Field Suport Thrills"— 
Mrs. Earl Craft and Mrs. Elmer 
Welch, Study b ook —"Facing the 
future task "—Mrs. 
Frank 
Reed 
Effectiv e use of mite b oxes"—Mrs. 
Griffith, Song—"Giv e a mite," fol­ 
lowed b y 
opening of the 
mite 
b oxes. 
Meeting closed with the Lord’s 


les Phillips, south of town. 
Dor­ 
othy Shewalter was the 
leader, 
Rev . Fred Mark of Washington 
C. H. gav e a half hour talk on 
Youth”, 
Reports of Lancaster 
Camp 
meeting 
were 
giv en 
b y 
Misses 
Shewalter 
and 
Rheta 
Wunch and Dav id Porter. 
Re­ 
freshments 
serv el 
were — Ice 
cream and cook ies to the following 
The guest speak er, Howard Fel- 
prayer followed b y a social hour, enstine of Clark sb urg, Rob ert Con- 
Amanda 


the features of the day was the 
Ashv ille were callers at the home 
sermon b y Rev . E. Howard Cadle 
Mrs. Lillian 
McClelland and 
of Indianapolis, Ind. 
Mrs. Grace Pearce, Monday ev e* 
--------------- Laurelv ille--------------- 
j ning. 
Mr. J. L. Archer 
and 
George j 
------------- Laurelv ille_________ 


Mrs. Carrie Kirk wood 
a mem­ 
b er of Amanda auxiliary now liv ­ 
ing in Circlev ille was a welcome 
v isitor at the meeting. 
Amanda- 


Mr. and Mrs. George Bushnell 
iiOiuiJiiiiNUiiiiiiiiitifmitiiiiiiiiiniiiiiiiiiiiiniiiiiniiiiiniiiii1 
j 
Monday 
morning on a trip 
| through Virginia and other places 
of interest. 
Mr. and Mrs. Elliott 
LAURELVILLE 
Mrs. Paul Armstrong 
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F. F. A. Goes to Clev eland 


Reichelderfer left last Wednesday 
on a trip. 
— Laurelv ille- 


"Stag 
Mrs. Laura Whisler spent Sun- 
Camp ! day in Columb us as the guest of 
j Mr. and Mrs. Charles Gardner. 
-------------Laurelv ille------------- 
Mrs. Harley Diehl and daugh­ 
ter. Leda of Hallsv ille spent Wed­ 
nesday with Mrs. Wayne Hall and 
daughter, Bonnie Jean. 
--------- Laurelv ille---------------- 
Mr. and Mrs. G. E. Creiglow, 
Emerald 
Clemmens 
and 
sons, 
Junior and Melv in of Columb us 


oway of Atlanta Mrs. Alice Wel- 
sheimer, Dorothy Hutton. Mahala 
Shoemak er, Rita Wunch, Dorothy 
Shewalter, 
Marv ine 
Newb ouse. 
Lucille Porter, Nona Shepler; Es- 
Glenn Clev enger spent the week - I tdler 
Batterson, 
Julius 
Wright, 
end with his b rother, Ted Clev eng- j Dav id 
Porter, 
Rob ert 
Sheperd, 
er of Lancaster. 
j Marv in Ford, Howard Polen, Ber- 
Amanda--------------— 
j nard Brown, Leroy Welsheimer, 
Mr. and’ Mrs. Grant Creaglow j Mrs. Walter Wright, Mr. and Mrs. 
of Columb us and Reb ecca Creag- j W. R. Sheridan, Mr. and Mrs. Ray 
low 
of 
Rushv ille 
v isited 
with Hock enb erry and children Donnie 
friends in Amanda. 
Amanda 


The 
annual 
reunion 
of 
the , 
— __ 
________ 
A 
delegation 
of 
26. 
mostly Dawson’s Eb y's and Harper’s was were the Sunday ev ening guests 
r . F. A. b oys, made a three day held at Ash Cav e with approxi- 
i 
Mr. and Mrs. Henry Clay. 
t I TV t A 1 Is A W f A *•! r-1 * M TV • • 14 ■ /“S _ 
« 


Luck hart, 
sons 
Laurelv ille- 


Max and Dav id, returned home m°*nin£ ’ Jul> 
from sev eral days v isit with Mr. I 
v isited the Experiment Sta- 


Mr. and Mrs. Edward 
Snyder, 
Claude 
Defen b augh 
and 
Mrs. 
Harry 
Defenb augh of Columb us 
were Sunday 
ev ening 
guests of 
Mr. and Mrs. W. J. De Hav en. 
-----------— Laurelv ille--------- -—— 
Mr. and Mrs. Melv in Stahr and 


attendance. 
After the picnic din­ 
ner talk s were 
giv en 
b y 
Fred I 
Lutz and Benjamin Stark ey. D ur-! 
and Mrs. Clark T. Dre’sb ach of ! tion at VVooster. on the way up. ing the b usiness meeting the fol- 
near Muncie. Indiana. 
i ° ur tentr was Pitched ab out 4 p. m. lowing officers were elected for 
---------- Saltcreek Valley---------- 
at the Youth camp. Berea, a sub - the coming year; Emmett Lutz, 
There 
were 
ab out 75 
in at- urb of Clev eland. The first ev ening president: Mrs. Grace Campb ell. 
som 'i^ k y o^CoTJmb us^were 
The 
tendance to the Lutheran picnic 
j we v isited the Clev eland Zoo and v ice 
president; 
Mrs. 
Elinor 
week end guests 
of Mr. and Mrs. 
at the Rock house last Thursday, the Municipal Airport. 
There we Maxon, secretary, and Fred Lutz Dahrl 
Stahr and Emmanuel R 
All present reported a fine time, saw sev eral ships of the air land and 
Benjamin 
Stark ey as his- Thompson 
Ftor'ene**]^ 
and 
Thi« ^ rport is one torians. 
| 
1-Laurelv ille 
-------- 
,.-.j 
h 
f 
.. 
, of the largest in America. 
| 
—— •• • Laurel v ine— ------------------- Mr. and Mrs. James O’Shea and 
Tuesday was spent at the Poul- i _ 
annual r*}1I^,on °* ^ e Mrs. Emma Kib b ler of Columb us 


Mrs. 
clev ille v isited with her mother, 


last ' Wednesday*3 * 
T a r l t o n j try “ 
" 7 U .mVons T n d | 
I ™ 
¡nearly all the states had exhib its.: b e b elti Bunday* August 13, in the anc| Mrs. William Dumm. 


Miss 
Laurelv ille—----------- 
Clara 
Grace Sharp re- 
’Mrs. 
Omar "D illie"'and 
Mrs. Man.V rare and interesting b irds (-'osPel 
Tahcinac|r at Richmon 
Mack Julian are spending 
the « '« « on exhib ition. 
Large num- i £ 
h 
"c 
7 “ T u 
," Um' 
, , a 
a 
. P U 
. 
week at the Church of God camp- b er, of fowls were on dispiay from.: 
e“ h f o r e s t “ l l T I 
ground in Springfield, O. 
aI1 Parts of the world. One of the 
ana Lde address will b e 
---------- Saltcreek Valley---------- 
¡most interesting things to me and gnen 
y Rev ' H* L' Snilth- Wav - 
Mr. and Mrs. Jas. L. Reichel- ! to many other b oys was a troupe ! erly af, 2 
°’c]ock' and sPecial 
U#.*.« ^.4. __ L__ - _ 
»A . 
Ä 
_ 
. . 
* 
i « ir* unii Ko a fflottira nf tVia rln« » 
derfer hav e returned home after 
spending the week in Clev eland 
and 
with 
Mrs. 
Reichelderfer’s 
b rother, H, D. 
Valentine of To­ 
ledo. 
Saltcreek Valley— 
- 
Mrs. Lillie Huffman, daughters 
Miriam and Joyce Ann, son Orrin 
of Portsmouth are spending a few 
days this week with her sister, 
Mrs. Nellie F. Mowery. 
------------ Saltcreek Valley------------ 
Mrs. 
Esther 
Spangler, 
Mrs. 
Carrie Spangler and Eb b Hay of 
Columb us were in attendance at 
the Lutheran picnic at the Rock 
House last Thursday. 
------------ Saltcreek Valley------------ 
C. A. Boley 
of 
Baudett, Minn., 
Mrs, 
Jennie 
Grav es, 
daughter, 


of Canadian Mounted 
p ,, 
; sic will b e a feature of the day. 
, in 
, 
0 ’ oi. 
-Laurelv ille---------------- 
in numb er. 
They put on a v ery I 
Mr. and Mrs. Clyde 
Boecher, 
good show. 
Mrs. Minnie Boecher and Mr. and 
Wednesday morning wke left for Mrs. Edward Boecher enjoyed a 
Laurehihe and came b y way of picnic 
at 
O’Shaughnessy 
Dam, 
Ak ron. There we v isited the Fire- Sunday. 
stone 
Rub b er 
Co. 
and 
went j 
----------- —Laurelv ille—---------- 
through their warehouse and fac-! 
The BoY Scouts. Rob ert West, 


Va., Saturday after spending the 
month with Mr. and Mrs. George 
Bushnell. 
------------- Laurelv ille------------- - 
Mr. and Mrs. Henry McCrady, 
Mrs. Mark Armstrong and daugh­ 
ters, Ann Alice and Muss Mildred 
Sines 
of 
Circlev ille 
were 
the 
guests of Mr. and Mrs. J. F. Arm­ 
strong, Friday ev ening. 
Laurelv ille— 


Mrs. Maisie Kennedy and son 
Dale attended the Hart reunion at 
Ash Cav e Sunday. 
-------------------Amanda ---------------- 
Mr. and Mrs. 
Lolyd Welch of 
Chlllicothe spent 
Sunday at the 
Elmer Kennedy home. 
------------ Amanda—— ------------ 
Mr. and 
Mrs. 
Clement Welch. 
Mrs. Ella Welch of Pittsb urg wrere 
Friday ev ening guests at the El­ 
mer Kennedy home. 
-------------------Amanda ------------------ - 
Mrs. A. S. Marion is v isiting 
with her sister, Mrs. Emma Myers 
of Grov eport. 
---------------- - A m a nd a — -—---------- 
Mr. and Mrs. Emmett Balthaser 
are the parents of 
a 
son b om 
Aug. 5 at the home. 



— Amanda— ---------------------------- — 
Mrs. Ella Hartman returned to 
her 
home 
in 
Lancaster 
aiter 
spending her 
v acation with Mr. 
and Mrs. Elmer Miesse and fam­ 
ily. 
— ------------ —-Amanda— 
------------ 
Miss Georgia Reed of Columb us 
spent Sunday with her parents, 
Mr. and Mrs. George Reed and 
family. 
—*------------- — Amanda ------------— — 
Mr. and Mrs. Ross Myers and 
children Barb ara Jean son Edwin 
of Fremont were Sunday dinner 
guests of the former’s 
parents, 
Mr. and Mrs. Purley Williamson. 
Mrs. W. E. Myers wkho has b een 
spending a fortnight at the Will­ 
iamson home accompanied 
them 
home. 
-Amanda- 


Miss 
Charlotte 
Liv ely 
spent 
tory. 
We saw hundreds, perhaps John and Rob ert Bowers, Melv in I from Thursday to Saturday with 
thousands of tons of rub b er pack 
and Low'ell 
Archer, 
Gene, Billy j Mr. and Mrs. Clyde Micaels of 


Margie of McArthur, hav e 
b een firKt 
,trU, 
. . . 
. 
nrst one one side then 
on the 
tvji, 
. , 
^ lece> 
Mrs- other, mak ing rub b er sheets 
of 
Oman Dille and family and 
also 1]nifnrm 
tL . i no„ .. 
their sister, Mrs, L. L. Smith of 
™ A* 
, 
°Ur 
priv ilege to watch a man mak e an 


ed in b ales as it is receiv ed from 
Lib eria. 
These 
b ales 
w'ere 
not 
large b ut our guide said they 
weighed from 200 to 300 pounds 
each. Altogether ab out ten chemi­ 
cals were added. 
The rub b er and 
chemicals wrere mixed b y powerful 


w * “ w th* 
"J | of the Adelphi YaV u’lT w iU ^ M t 
« * . ™ 
a. , wai< rub b erized 
Thursday at 
the 
Rock 
House 


and 
Freddie 
Karshner, 
Iv an 
Hoyer, John Clay, Warren Poling 
and 
the 
scout 
master, 
Harold 
Archer are spending this week in 
the Chilcote cab in near South 
Bloomingv ille. 
------------- Laurelv ille------------— 
The Foreign Missionary Society 


Park . 
-Laurelv ille- 


Haynes, 
-Saltcreek Valley- 
8 ply truck tire. 
We were a tired b unch when we ! Monday, 
reached home at nine o’clock Wed- 


Mrs. Florence Clouse and son, 
Paul of Somerset were the guests 
of Mr. 
and 
Mrs. A. L. Strous, 
Mrs. Helen Kathryn, daughter 
of Mr. and Mrs. Cliff Hedges and 
her husb and v isited at the paren- J ” esday night, b ut we had seen 
tal home last week . 


—Laurel v ille- 


-Sa ltcreek Va lley - 


Mr. and Mrs. Fred Dent, 
Mr. 
lot. 
and Mrs- Ray Poling 
and 
Miss 
The Chapter financed this trip 1 Mary Frances 
PoUn£ 
the 
Mrs. L. L. 
Smith, C. A. Boley, 
b y sponsoring 
Saturday 
night guests of R ^ c y Poling of Green- 
Mr. a nd Mrs. Oman 
Dille 
and i show's at the 
Co mmunitv Hall 
1 field, Sunday. 
family attended the Grav es-Darb y | (signed) Earl Edw'ards,‘Reporter i 
M r s " ' s 7 
r a h M t 
reunion at Chillicothe park 
last 
Laurel Chanter F F 
A 
t» 
* 
Hdggms 
°f 
M^ 
Lnapier, t. t. a . Pleasant spent 
the 
week with 
The 
memb ers of the 
Ladies 
Sunday. 
-— -Saltcreek Valley— 
............ 
Mr. and Mrs. Fred Wiggins of 
Circle v iUe 
v isited 
with 
his 
mother, Mrs. Sarah Reichelderfer 
of Tarlton last Monday. 
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Bridge Club were entertained a t , 
the home of Mrs. Mildred Wool- • 
son, Tuesday ev ening. 
--------------- Laurelv ille---------------- 
Mrs. Florence Pontious sub sti- 


Mr. and Mrs. Dwight Huggins. 
Laurelv ille-----------— 
Mt. and Mrs. Carrol Snok e and 
children, 
Mary 
Kathryn 
and 
Bob b y and Miss Mary Smith of 
Lancaster 
were 
the 
Sunday 


South Bloomfield. 
----------------Laurelv llle- 
Mr. and Mrs. Paul Armstrong 
spent 
the 
week end with W. T. 
Martin of near Alb any. 
----------------Laurelv ille--------------- - 
Mr. and Mrs. Ray Steele and 
children Jean and Bob b y of near 
Lancaster and Mr. and Mrs. Ber­ 
man Liv ely of Columb us 
were 
the Sunday afternoon guests of 
Mr. and Mrs. Charles Liv ely. 
— Laurelv ille 
—------- 
Mrs. Edith Ross returned Wed­ 
nesday after spending two w'eek s 
in Shrev e and Barb erton. 
--------------- Laurel v ille—— ------- 
Mr. and Mrs. Earl Steel of near 
Kinnik innick were the guests of 
Mrs Mary Barton, Thursday aft- 
j ernoon. 
:-------- Laurelv ille--------------- 
Mr. and Mrs. Rob ert White and 
daughter, 
Nancy Sue of Logan 
w-ere callers in Laurelv ille, Fri­ 
day. 
----------------Laurelv ille 
Mrs. Julia Frances of Columb us 
was the week end guest of her sis 
ter. Mrs. Gene Shupe. 
— ■ .......... Laurelv ille-...- ........ 
Roy Turner 
of 
Orland spent 


Mr. and Mrs. John Potts and Joe 
spent Sunday with their daughter 
Mr. and Mrs. Walter Hedges and 
family. 
— 
——-Amanda------------------ - 
Mrs. Gale Reed spent the week ­ 
end with her 
grandmother, Mrs. 
Ida Vincent of Millersport. 
-------------- 
A m a n d a -... 
Mrs. Ben Potts 
and daughter 
Marilyn and son Frederick of Lan­ 
caster 
were 
Monday 
afternoon 
guests of 
Mr. 
and 
Mrs. John 
Potts. 


and Ellen, Rev . and Mrs. F. J. 
Batterson, Mr. and Veil Kempton, 
Mrs. Russell New'house and the 
host and hostess, Mr. and Mrs. 
Charles Phillips. 
------------------ Kingston ------------- ----- 
Messrs. 
Paul 
McGinnis 
and 
Louis Holderman left, on Saturday 
to join their families at Lak e Bre- 
v oort, Michigan, Mrs. Carson Dres- 
b ack and daughters Mary Anne 
and Jean, Mr. and Mrs. Shirley 
Gearhart and family, Mr. and Mrs. 
G. W. McGinnis and family are 
v acationing at Lak e Brev oort. 
---------------Kingston ---------------- 
Mrs. Judson Harmon and son 
John of Greensb urg, Penna., are 
the guests of her mother Mrs. 
Carrie Holderman and family. 
--------------- Kingston --------- 
Mr. and Mrs. Theodore Yaple 
and son Teddy of Columb us, Miss 
Lillian Yaple of Chillicothe and 
Mrs. H. E. Yaple returned on Sun­ 
day from a week ’s v acation at 
Perrin’s Landing on Lak e Lelan- 
au, near Trav erse City, Michigan. 
------------ —Kingston --------- ------ 
Mrs. Herb ert E. Ramsey, W’ho 
has b een the guest of relativ es 
passed the day, Wednesday, with 
her aunt Mrs. Harry Wright and 
husb and. 
On Saturday she left 
for 
her 
home 
in 
Hutchinson, 
Kansas. 
— -----------Kingston --------------- 
Mrs. H. E. Yaple v isited her 
mother 
Mrs. 
Elizab eth 
Hassen- 
pflu, on Saturday. 
Mrs. Hassen 
pflu, who has b een on the sick 
list is slowly improv ing 
Kingston 


Tuesday ev ening v isitors with 
Mr. and Mrs. Willard Ev ans were 
Mr. and Mrs. John Farmer Jr. 
-------------------A tlanta ---------------— 
Miss Helen Colv ille, Ross Dodds, 
and Mr. and Mrs. Dan Pfoutz of 
Circlev ille, 
Miss 
Helen Sk inner, 
Mr. and Mrs. Leslie Canup and 
C. E. Moore were entertained Wed­ 
nesday ev ening at the home of Mr. 
and Mrs. George Clements in Co­ 
lumb us. 
-------------------Atlanta ---------------- — 
Miss Ann Persinger of New Hol­ 
land was an ov ernight guest Tues­ 
day of Mrs. Wendell Ev ans and 
son, Harley. 
-------------Atlanta ---------- —------ 
Mrs. Edna Fulton of Chillicothe 
v isited last week with Mrs. Maizie 
Claypool and Dayton Mouser. 
-------------------A tlanta ----------------— 
Mrs. Walter Hoefelman and son 
Ralph of Louisv ille, 
Ky., 
were 
guests sev eral days this week of 
Mrs. Florence Campb ell, daugh­ 
ters Betty and Marilyn, and son 
Wiley. 
-------------------A tlanta ------------- -- 
Miss Velma Strope of Columb us 
enjoyed a v acation last week with 
her mother, Mrs. Kate Strope, and 
her sister, Mrs. George Betts and 
family. 
------------------ Atlanta—---------------- 
Mr. and Mrs. John Farmer Jr., 
Mrs. John Farmer and son Virgil 
were Friday shoppers in Colum­ 
b us. 
---------------—A tlanta ------------------- 
Miss Marilyn Drak e was a guest 
sev eral days last week at the home 
of Mr. and Mrs. C. E. Eck le at 
Washington C. H. 
-------------— 
A tlanta ------------------ - 
Mr. and Mrs. Sherman Betscher 
and family and Mr and Mrs. Stan­ 
ley Betscher and family of Ham­ 
ilton were week end guests of Mr. 
and Mrs. Ed Schiering. 
..... 
Atlarita----------------- 
Mr. and Mrs. Meinhardt Crites 
of Circlev ille and Mrs. Virginia 
Hannan w'ere Sunday v isitors at 
the home of Mr. and Mrs. Roscoe 
Baughn. 
------------------Atlanta—— 
— 
Mrs. Charles Drak e and family 
spent the wreek end 
with 
Mrs. 
Drak e’s parents, 
Mr. and Mrs. 
M. W. Eck le, at Madison Mills. 
----------------—Atlanta— 
-----------— 
Mr. and Mrs. Joe Bush and 
daughter 
Mary 
Anise, and son 
Gene, entertained the following 
guests to dinner'Sunday, Mr. and 
Mrs. Perry Bush and Mr. and Mrs. 
C. G. Bush of Mansfield; Mr. and 
Mrs. 
Dan Springston of Shiloh; 
Mrs Faytb e Bush and Mr. and 
Mrs. Frank Bush of Chillicothe; 
and Mr. and Mrs. Lyde Bush of 
Lexington. 
------------------ A tlanta 
— ....... - 
Mr. and Mrs. Dean McCoy and 
son and daughter of Dayton, and 
Mr. and Mrs. Frank Bowshier of 
Columb us were week end guests of 
Mr. and Mrs. Herb ert Bowshier 
and family. 
----------------- A tlanta- 
- 
Mr. and Mrs. J. F. Willis enter­ 
tained as their Sunday 
dinner 
guests, 
Mrs. 
Alice Hughes of 
Clark sb urg, Jeff Mossb arger of 
Greenfield, and Virgil Mossb arger 
—— ------------ A tlanta—---------------- 
Mr. and Mrs. Charles Henry and 
Mr. and Mrs. Pearl Ater and chil 
dren picnick ed at the Chillicothe 
Mr. and Mrs. Harry Wright and clty Park * Sunday ev ening. 


•Ama ndi 


luted for Mrs. Mab el Powers, who! gue, t . of Mr. and Mrs. 
SaVurtay wUh 
his 
, ,U r mTs 
is spending he r v acation In Michl- Sells. 
i 
' 
5 
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WicrVl mmroe 
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IS 
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High scores were won b y ! 
Amy Grattidge and Mrs. I 
-Laurelv llle- 
-Laurelv llle- 
Mr. and Mrs. T. L. Walters and i 
Mr. and Mrs. John 
Neale of 
Mr. and Mrs. Elmer 
Hedges i MarSaret FloYd a« d low scores I two grandchildren 
of 
Lancaster Lancaster were the guests of Mr 
Paul Hedges and V^v dene g S S ' WCrC won b y Mrs‘ Della R ^hel-1 calied 
Mr. and Mrs. O. C. Def-| and Mrs. Clyde Boecher and 
guests of 
Poling of 
were Sunday 
dinner 
Mr. and Mrs. 
Harrv 
Ca rro ll. 
-------------------Oak land— ------------- 
Mr. and Mrs. Alfred Sharp at­ 
tended the Van Fossen reunion at 
Rising park , Lancaster, Sunday. 
— 
------------Oak land—----- —------- 
Mr. and Mrs. A. T. Dillon and 
daughter. 
Marguerite and Roxie 
Fra sure spent Saturday with Mr. 
and Mrs. H, E. Saunders in Hunt­ 
ington, West Virginia. 
Mrs. Dil­ 
lo n remained fo r a week ’s stay. 
Oak land—--------------- 
Mr. and Mrs. Frank Shaeffer, 
Dana 
Valentine 
and 
Howard 


j derfer and Mrs. Mae Archer. 
Refreshments were serv ed 
at 
the close of play. 
-------------Laurelv ille---------- — 
The memb ers of the 
M. E. 
Ladies Aid Society were enter- 


enb augh, Sunday. 
— 
Laurelv ille------------- 
Rev . and Mrs. Fred Koster and 
children, Freda and Coleman of 
Syracuse 
spent 
Thursday 
ev e- 


Clyde Boecher and Mrs. 
Minnie Boecher, Sunday ev ening. 
-Laurelv ille 
—---- - 
Mrs. 
Charles 
Armstrong and 
sons, Charles and Tommy of Pa- 
task ala were the guests of Mrs. 


tained at 
the 
church Thursday Karr on their 
w&y 
home from 
ning with Mr. and Mrs. Edgar Susan Ried, Saturday 
a fterno o n. 


ev ening with Mrs. Blanche Hock - 
man, Miss Amy McClelland, Mrs. 
Leota Smith and Miss Jeannette 
Hock man as hostesses. 
—;---------- Laurelv ille----------- — 
Miss Amy McClelland was pro­ 
gram leader and presented the fol­ 
lowing program. 
Piano solo b y 
Miss 
Jeanette 
Hock man, 
v ocal 


Camp meeting at Stoutsv ille. 
----------------Laurelv ille------------- — 
Mr. and Mrs. J. L. Archer and 
daughters, Wanda 
and 
Marlene 
and Mrs. Eliza 
McClelland v is­ 
ited Mrs. Mab el Cav e at Mt. Car­ 
mel hospital, 
Columb us, Tuesday 
afternoon. 
Laurelv ille 
_ , - 
M 
„ 
Mr- arid Mrs. Herb ert 
Smith, 
solo b y Mrs. Ev elyn Bowers, read-1 Baltimore, 
Md., 
Mrs. 
Charles 


----------------Laurelv ille--------------- 
Mr. and Mrs. Wilb ur Lutz, Miss 
Effie 
Lutz. 
Raymond Hoddy of 
Columb us and Mrs. Allen Clark of 
Clear 
Water, 
Florida, were the 
guests 
of 
Mr. 
and Mrs. J. L. 
Archer, Sunday afternoon. 
----------------Laurelv ille—----------- - 
Dr. and Mrs. Edgar Kelley and 
Mr. and Mrs. John Archer left 
Sunday ev ening 
for 
a 
trip to 
Maryland. 


Mr. and Mrs. Vernon Belt, Reese 
Station 
were 
Monday ev ening 
guests of Rev . and Mrs. H. A 
Haynes. 


— A m a n d a 
Mrs. Waiter Smith of Amanda is 
critically ill. Their Sunday guests 
were Mr. and Mrs. A. K. Stillman 
and family of Grov e City, Mr. and 
Mrs. Harmon Smith and family of 
Grov e City, Mr. and Mrs. Orv ille 
Smith and family 
of Circlev ille, 
Mr. and 
Mrs. 
Earl 
Smith 
of 
Amanda, Mr. and Mrs. F. T. Faus- 
naugh of Stoutsv ille. 
------------ Amanda 
The Clearport Seam Sisters met 
Wednesday, Aug. 2 at the home of 
Mrs. James Thompson. During the 
b usiness session an extra meeting 
was planned for the discussion and 
planning for a 
picnic Aug. 18, a 
Style Show 4-H Club Congress and 
The Ohio State Fair. 
------------------- Amanda- -------------- — 
Mr. and Mrs. t E. Alspaugh of 
near Amanda spent this week with 
their son and family, Dr. Harold 
P. Alspaugh of Philadelphia. 
For 
the pleasure of their guests Dr. 
Alspaugh 
planneda v isit to 
the 
World's Fair In New York . 
------------------- Amanda— -------------- 
Rev . and Mrs. 
H. A. Haynes 
spent Monday with their daughter 
and son-in-law, Mr. and Mrs. Ed 
Ryan of Valley Ranch, near Co­ 
lumb us. 
—........ 
Amanda ---------------- — 
Miss Norma Jean Smith of Lan­ 
caster spent last week at the John 
Potts home. She also spent a few 
days with her grandparents, Mr. 
and Mrs. Dora Vanhorn of Royal- 
ton. 
Ama nda 


Atlanta- 
Mrs. Roscoe Baughn and daugh­ 
ters, Mrs. Virginia Hannan and 
Mrs. Meinhardt Crites of Circle­ 
v ille were Saturday shoppers in 
Columb us. 
----------------—- A tlanta 
-------------- 
Mrs. Ola Binns of Columb us was 
a Tuesday ev ening v isitor at the 
home of Mr. and Mrs. Charles 
Henry 
-------------------Atlanta ------------------- 
Mr. 
and 
Mrs. 
Horn b eck 
of 
Orient, George and Will Gab er 
Jones from Conov er v isited last 
Thursday with Mr. and Mrs. Pearl 
Ater and Stephen Ater, and Mr. 
and Mrs. Earl Ater. 
------------------- Atlanta 
Mr. and Mrs. Clarence Fox and 
son Roger v isited Sunday ev ening 
in Columb us with Mr. and Mrs 
playing games. 
The club will go J Rob ert Steiff and sons, 
to Rising park W’ednesday Aug. 16. 
_ i 
. 
, 
77 
. ! 
Doris Dean is in Columb us this 
Relativ es and friends gathered 
... 
. 
at the home of Mr,. J. H. Rath- 
j ^ 
Wth her c0U8m- 
b urn of Middleport. 
O. 
Sunday Joan 
' 
honoring her and 
her 
nephew, 
Mrs prank Rock we„ was a v isi. 
Franct, Arledge on their b irthday tor ,ast Thursday at the home of 
anniv ersary It was also Mr. and I Mra. U)lle Ande„ on of near New 
Mrs. Francis Arledge fifth wed- 
Holland 
ding anniv ersary. 
Cov ers were j 
Atlanta 
placed for: Mrs. Amanda Doger j 
John Lamb of Cincinnati and 
of Reynoldsb urg, 
Mr. and Mrs. Allen Conrad of Hamilton were 
John Bethel and family, Mr. and week end v isitors at their 
respec 
Mrs. A. L. Hurst of Columb us, Mr. tiv e homes. 
and Mrs. James Arledge, Circle- j ------------------Atlanta 
v ille, Mr. and Mrs. Forrest Rath- 
Mrs. Ercel Speak man was a Mon 
b urn of Cheshire, Mr. and Mrs. j day 'v dsitor a^ 
home of Mr. and 
Amos Foust of Tarlton, Rev . and I Mrs- p>ean Speak man. 


their guest Mrs. Herb ert E. Ram­ 
sey v isited Mr. and Mrs. Thomas 
Wright and family, near Fox post- 
office, on Wednesday afternoon. 
— ------------- Kinpston- 
Mr. and Mrs. Frank Shaffer and 
son, Frederick of Amanda v isited 
her mother, Mrs. Edith Dresb ack 
and 
Miss 
Gayle 
Dresb ack 
on 
Sunday. 


nHiiiiiit]iiiii!iiimt3iiiiiiiHiiit]iiifiiiiiiiiDimiiniiti»fiiiiiiiiiiir 
TARLTON 
imifniicjniiiiiiitnaiiiiiiiuiiicjHiniiitiiiDiiuiiuiiiitiiiiiiiiiiiiit 
The Tarlton Stitch and Chatter 
4-H Club met Wednesday after­ 
noon at the home of Elaine Holli­ 
day. Eight memb ers and 
leaders 
were present. The afternoon was 
spent in work ing on projects anti 


Atlanta- 


Mr. a nd Mrs. Ho wa rd Sha effer 


Mrs. Marion Paxton and family of | 
Mr. an,j M rl. Ward Dean 
t 
Tuppers Mrs. Frances Rathb urn j S und a y with M r and 
Mrs c 
and family of M.ddleport, and the | ^ 
at 
Clark sb urg. | 
honored guests. 
Atlant 
Tarlton-; -------------- 
j 
Mr. and Mrs. Howard Sk inner 
Mr. and Mrs. Clyde Hedges and j were week end v isitors with Mr. 
family spent the 
week end with j and Mrs. A. 
D. Sk inner and daugh 
Mr. and Mrs. Elmer Hub er of Ada. ; ter, Betty. 
— 
Tarlton .-.............. 
Atlanta 
Mr. C. C. Kreider and daughter 
Marlene 
and Linda Matthews of 
Lucia. Alb ert Spangler, and Wal- Mt. Sterling were guests part of 
ter Allen Kreider spent the week - last week of Mr. and Mrs. Don 
end with friends in Arlington. 
Exline. 
—— ----------- Tarlton ----------------- 
The M. E. church will hav e their 
fish fry Saturday August 26. 
Tarlton 
« — ---------- 
Mr. and 
Mrs. 
Lee 
Staley of 
Orient, v isited Sunday with Mr. 
and Mrs. Edward Harris. 


-Atlanti 
Mr. and Mrs. Ercel Speak man 
and Mr. and Mrs. Eddie Keaton 
were Wednesday b usiness v isitors 
in Marysv ille. 
------------------A t l a nt a ---------------- — 
Mr. and Mrs B. H. Moore of Co­ 


lumbus were Sunda y a fterno o n 
g uests o f Willia m Bennett a nd 
sen Bertus. 
-------------------Atlanta------------------- 
Mr. a nd Mrs. Geo rg e Do no hue, 
Mr. a nd Mrs. Willia m To lbert a nd 
Mr. a nd Mrs. Fra ncis To lbert a t­ 
tended a reunio n a t Wa v erly , Sun­ 
da y . 
-------------------Atlanta --------------- -— 
Galen Kirk patrick o f New Ho l­ 
land and his son Rob ert Kirk pa­ 
trick of Ashv ille are spending this 
week in Goshen, N. Y. 


(iiiiiiutiiiiiiiiiiiiiniiniiiiiiiiuiuiiiiiiiiiottiiniiiiiiuuoiiuiiun 
STOUTSVILLE 
amimiiiiiciiiiniiiiiiiniiuiiiiiiiftiiiiHiiiiiiiaifiiHiiiiiinmiimt 
Mr. and Mrs. E. T. Algeo, Mr. 
and Mrs. Fred Watson and Frank 
Thomas of Patask ala, 
Mr. and 
Mrs. 
Charles 
Kirk patrick and 
son, Miss Mary Ellen Kirk patrick 
and 
James 
Trimmer of Circle­ 
v ille were Sunday guests of Mr. 
and Mrs. C. A. Thomas. 
— -----------Stoutsv ille— ------------ 
Miss 
Ev elyn 
Reichelderfer of 
Lancaster was the guest of her 
parents, Mr. 
and 
Mrs. Russell 
Reichelderfer and family ov er the 
week end. 
--------------- Sto utsv ille— ----------- 
Mrs. Dan Hinton and daughter 
Bernadine 
of 
Kingston 
v isited 
last week with her parents, Mr. 
and Mrs. Nelson 
Valentine and 
son George. 
--------------- Stoutsv ille—------------ 
Dorman 
Knowlton 
and 
Mrs. 
Ausb augh of Columb us, Mr. and 
Mrs. C. E. Stein 
and 
daughter 
Gilian Jean, son, Dick of Circle­ 
v ille were the dinner guests Tues­ 
day of Mr. and Mrs. C. E. Stein. 
Mr. and Mrs. Grov er Baird of 
Grov e City and Alice Baird spent 
Sunday with Mr. and Mrs. Frank 
Drak e. 
--------------- Stoutsv ille---------------- 
Mr. and Mrs. Herb ert Stough­ 
ton of near 
Lancaster was the 
week end 
guest of her parents, 
Mr. and Mrs. 
Nelson 
Valentine 
and son, George. 
--------------- Stoutsv ille— ------------ 
Rev . and 
Mrs. 
Joseph Frease 
and daughter, Joanne of Colum­ 
b us attended the Lutheran Social 
Wednesday/ ev ening 
and 
spent 
Wednesday 
night and Thursday 
with his mother and sister, Mrs. 
Anna Frease and daughter, Jean­ 
ette. 
----------------Stoutsv ille---------------- 
Mrs. Ab e Heffner and daugh­ 
ter of near Lancaster 
attended 
camp 
meeting here Sunday and 
called on Mrs. Susan Fraunfelter 
in the ev ening. 
--------------- Stoutsv ille---------------- 
The Win One Class of the Lu­ 
theran Sunday school enjoyed its 
annual picnic at Cantwell Cliffs, 
Sunday. 
-------------—Stoutsv ille--------------- 
Miss Leah Ann Crites returned 
home 
Wednesday after a 
two 
week s v isit with Mr. and 
Mrs. 
Vaugh Lewis of Bellecreek . 
--------- Stoutsv ille----—— — 
Rev . and Mrs. H. A. Blum and 
daughters, 
Kathryn 
Ann 
and 
June left Sunday 
for 
a 
three 
week s 
v isit 
with 
relativ es 
at 
Crestline. 
---------------stoutsv ille--------------- 
Mr. and Mrs.. Carl 
Valentine 
and family and Mrfc. Nelson Val­ 
entine, 
Mrs. 
Dan 
Hinton 
and 
daughter. Bernadine were Circle­ 
v ille guests Saturday ev ening. 
----------------Stoutsv ille---------------- 
The Young Ladies’ Bib le class 
of 
the 
Heidelb urg 
Reformed 
church met at the home of Misses 
Catherine and Elsie Adams last 
Tuesday 
ev ening. 
Lunch 
was 
serv ed b y the hostesses. 
----------------Stout ft v ille----------- ---- 
Mr. and Mrs. Vance Courtright 
of 
Shelb y v ille, 
Illinois, 
arriv ed 
Wednesday. 
Misses 
Eleanor 
Stout and Thais Ann Harden, who 
had 
b een 
v isiting 
the 
Court- 
rights. returned home with them. 
--------------- Stoutsv ille---------------- 
Esther Mary Miller of Amanda 
is spending sev eral 
days 
with 
Mrs. Etta Hoffman. 
--------------- Stoutsv ille--------------- 
Mr. and Mrs. Nelson Valentine 
entertained at dinner Sunday the 
following guests, Mr. 
and 
Mr3. 
Cliff Pontious 
and 
two daugh­ 
ters, near Thatcher, Ohio, Mr. and 
Mrs. Dan Hinton and daughters 
of Kingston, Mr. and Mrs. 
Ira 
Valentine of Circlev ille, Mr. and 
Mrs. Herb er Stoughton and Mr. 
and Mrs. Ferdie Friend and fam­ 
ily of Lancaster. 
--------------- Stoutsv ille— ------------ 
Mrs. Eugene Meyers, W'ho fell 
down stairs last Tuesday, is ab le 
to b e ab out again, 
----------------Stoutsv ille---------------- 
Mrs. 
Emma 
Knowlton of Co­ 
lumb us 
ancf 
Mrs. 
Sarah 
Stein 
were Friday guests of Mr. and 
Mrs. Harl Steb elton. 
--------------- Stoutsv ille---------------- 
Mr. and Mrs. H. B. Conrad and 
son, Keith of London v isited sev ­ 
eral days last w’eek with Mr. and 
Mrs. O. W. Conrad and Mr. and 
Mrs. Arch Drak e and other rela­ 
tiv es. 
--------------- Stoutsv ille-------------— 
Mr. and Mrs. H. B. Conrad, son 
Keith, Gay Conrad and friend of 
London, 
Mr. 
and 
Mrs. 
John 
Barnes 
and 
grandson, 
Charles 
Donaldson and daughter, Martha 
of Reynoldsb urg, Misses Julia and 
Bertha 
Barnes of South 
Bloom­ 
field, O., were dinner guests Sun­ 
day of Mr. and Mrs. O. W. Con­ 
rad. 
----------------Sto utsv ille--------------- 
Mr. and Mrs. W\ A. Knowlton 
of Columb us called Sunday after­ 
noon 
on 
Mr. 
and Mrs. C. E. 
Stein. 
Mrs. 
Emma 
Knowlton, 
who had spent the week with her 
b rother 
and 
sister, 
returned 
home with them. 
----------------Stoutsv ille------------- _ 
Mr, and Mrs. Marv in Rife and 
son, Terry Dean and Mr. and Mrs. 
Arthur 
Rife motored to Spring­ 
field, Saturday 
and 
spent 
the 
week end with Mr. and Mrs, Ralph 
i 
Drak e. 
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The Moody reunion was held at 
Ole 
country 
home of Mr. and 
Mrs. Omer E. Judy, east of Tarl­ 
ton last Sunday, Aug. 6. 
About 
75 were present and at the noon 
hour a m ost excellent dinner was 
served which was spread out on 
a 
long 
table 
which 
was 
im­ 
mensely enjoyed 
by 
every one 
present. 
The 
following 
were 
present: 
Mr. and Mrs. William Moody and 
daughter Ann, Mrs. Ethel Moody 
and daughter Ruth, Mr. and Mrs. 
Earnest Venery, daughters Mar­ 
tha, Norma Jean, 
Carolyn Sue, 
sons Edwin and Carl, Mrs. Mar­ 
tha Mabe, son Jimmy and Mrs. 
Cryder all of London, O., Mr. and 
Mrs. Ralph Acton, 
sons 
David, 
Paul and Tommy, Mr. and Mrs. 
Albert Stater, 
sons 
Jimmy and 
Joe. Mrs. 
E ffie 
Dickson, Mrs. 
Mary North, Mrs. Margaret Delp, 
Granville Moodys, son Ralph all 
of Lancaster. O., Elery 
Moody, 
son Wilbur of Dayton. CX, Harry 
McCue, Miss Pauline Moody. Mr. 
and Mrs. Lee Barnhart, all of Co­ 
lumbus, 
Mrs. 
Helen 
Shaffner, 
daughter Jean, sons Dick, Jack, 
David and Hugh, all of Basil, CX, 
Mr. and Mrs. Clarence Judy, son 
Franklin of Tarlton, 
Mr. 
and 
Mrs. Edwin Judy, sons Gary and 
Dale of Pleasantville, CX, Mr. and 
Mrs. Curtiss Strous, sons David, 
Richard and Eugene of Adelphi, 
Mr. and Mrs. Orley Judy, daugh­ 
ter Joanne, son Phillip, and Mr. 
and Mrs. Omer E. Judy. 
The day 
was spent in just having a gen­ 
eral 
good 
time 
for 
everyone 
present. 
------------- Saltcreek V alley------------- 
Lloyd Dille is spending his va­ 
cation 
with 
his 
grandmother, 
Mrs. L. L. Smith of Haynes. 
He 
w ill stay until his school begins. 
*-------------Saltcreek Valley------------- 
Mrs. 
Edith 
Miller 
of 
Toledo 
visited with Mrs. Harvey Bockert 
last Wednesday, and others of her 
old school m ates and friends for 
several days. 
Saltcreek Valley------------- 
Mrs. 
Grace 
Shutt. son John 
Howard of Currensville, Pa., are 
spending the week with her par­ 
ents, 
Mr. 
and 
Mrs. Elmer F. 
Strous of Stringtown. 
——• 
Saltcreek V alley------------ 
There were 75 in attendance at 
the 
Soil 
Sonservation 
Service 
Demonstration at the 
farm 
of 
O. S. Mowery. last Tuesday 
in 
charge of C.C.C. camp and soil 
conservation 
Technical 
Stall. 
Fairfield, 
Pickaway 
and 
Ross 
counties were represented. 
■ 
S altcre ek V a l l e y ---------- - 
Mr. 
and 
Mrs. O. S. Mowery, 
Mrs. 
Virginia 
Luckhart, 
sons 
Max and David, returned home 
from several days visit with Mr. 
and Mrs. Clark T. Dresbach of 
near Muncie. Indiana. 


— 
S altc re e k V a lle y ------------ 
There 
were 
about 75 in at­ 
tendance to the Lutheran picnic 
at the Rockhouse last Thursday. 
All present reported a fine time. 
———— —Saltcreek \ a lle y ------------ 
Mrs. Florene Fosnaugh of Cir­ 
cleville visited with her mother. 
Mrs. Eva Hedges of near Tarlton 
last Wednesday. 
--------------S altcre ek V a l l e y -------------- 
'Mrs. 
Omar 
Dillie 
and 
Mrs. 
Mack 
Julian 
are 
spending 
the 
week at the Church of God camp­ 
ground in Springfield, O. 
--------------Saltcreek V a lley -------------- 
Mr. and Mrs. Jas. L. Reichel- 
derfer have returned home after 
spending the week in Cleveland 
and 
with 
Mrs. 
Reichelderfer’s 
brother, H. D. 
Valentine of To­ 
ledo. 
--------------Salt cre ek V a lley -------------- 
Mrs. Lillie Huffman, daughters 
Miriam and Joyce Ann. son Orrin ! 
of Portsmouth are spending a few 
days this week with her sister, j 
Mrs. Nellie F. Mowery. 
-------------Saltcreek V alley- - 
....... 
Mrs. 
Esther 
Spangler, 
Mrs. ! 
Carne Spangler and Ebb Hay of 
Columbus were in attendance at j 
the Lutheran picnic at the Rock 
House last Thursday. 
-------------Saltcreek V alley-——— — 
C. A. Boley 
of 
Baudett, Minn., | 
Mrs. 
Jennie 
Graves, 
daughter, j 
Margie of McArthur, have beenj 
visiting 
with 
thei 
niece, 
Mrs. j 
Oman Dille and fam ily and also 
their sister, Mrs. L. L. Smith of 
Haynes. 
-------------Saltcreek V alley------------- 
Mrs. Helen Kathryn, daughter 
of Mr. and Mrs. Cliff Hedges and 
her husband visited at the paren-1 
tai home last week. 


— 
Saltcreek V alley ------------------- 
Mrs. L. L. Smith, C. A. Boley, I 
Mr. and Mrs. Oman 
Dille 
and 
fam ily attended the Graves-Darby 
reunion at Chillicothe park last j 
Sunday. 
------------- Ha lie reek V aliev 
— 
Mr, and Mrs. Fred W iggins of j 
Circleville 
visited 
with 
his 
mother, Mr*. Sarah Relchelderfer 
of Tarlton last Monday. 
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OAKLAND 
MOUiiiifii^iuiuuiiiiiniJiuiiuiiiniiiiiiiiuitniuiiiHimuiuf 
Mr. and Mrs. Elmer 
Hedges, j 
Paul Hedges and Wa vt lane Glaze 
were Sunday 
dinner 
guests of 
Mr. and Mrs. 
Harry 
Poling of j 
Carroll. 
- 
—■—Oakland— — 
Mr. and Mrs. Alfred Sharp at­ 
tended the Van Fossen reunion at 
Rising park, Lancaster, Sunday. 
—■ - On k I a n d 
— 
Mr. and Mrs. A. T. Dillon and 
daughter, 
Marguerite and Roxie 
Erasure spent Saturday with Mr. 
and Mrs, H, E. Saunders in Hunt­ 
ington. W est Virginia, 
Mrs. Dil­ 
lon remained for a week s stay. 
— 
O a k l a n d —— — 
Mr. and Mrs. Frank Shaeffer, 
Dana 
Valentine 
and 
Howard 


Stonerock picnicked Thursday at 
the Shaeffer farm near Darby. 
------------------ Oakland--------------------- 
Mrs. Valley Boyer visited Miss 
Nellie Ryan Tuesday afternoon. 


--------------------O ak lan d--------------------- 
Mrs. 
Leota 
Mowery 
visited 
Thursday with her mother, Mrs. 
Eliza McClelland in Laurelville. 
-Oakiand- 
Mr. and Mrs. Clay W atts, Lan­ 
caster, 
Mr. 
and 
Mrs. 
Ernest 
Miller, 
daughter 
P atty 
Logan, 
Mr. and Mrs. 
Ralph 
Williams, 
Welston, Mr. 
and 
Mrs. Arthur 
Milligan and I. H. Milligan pic­ 
nicked at Lake Zaleski 
Sunday. 
All were supper guests of Mr. and 
Mrs. W illiams in Welston. 
--------------------Oakland------------------- 
Mrs. 
Belle 
Valentine 
and 
daughter 
Dana 
and 
Howard 
Stonerock visited Mrs. Ella Lutz 
at the home of her son, 
Leslie, 
south of Amanda. 
--------------------Oak I a n d — ---------------- 
Mr. and Mrs. Harold 
Kittrell 
and son of Glouster returned to 
their home after spending his va­ 
cation with his parents. Mr. and 
Mrs. C. L. Kittrell. 
--------------------- Oak land--------------------- 
Mr. and Mrs. Frank Gardner of 
near Bremen called at the home 
of 
Mr. and Mrs. 
Leroy 
Arter 
Wednesday. 
------------------- Oakland-------------------- 
Mr. and Mrs. Ernest Cox and 
family 
of near 
Bethany 
were 
Sunday dinner guests of Mr. and 
Mrs. Roy Swan and family. 
--------------------Oakland--------------- -— 
W. D. Valentine and son, Ed­ 
ward of Blue Valley and Mr. and 
Mrs. Otto Mowery and children of 
Columbus. 
George 
Harmon. Mr. 
and Mrs. Guy Mowery were Sun­ 
day dinner guests 
of 
Mr. 
and 
Mrs. Levi Harmon and family. 
--------------------Oakland------------------- • 
Layamnd Sohrenssen, 
Wendell 
Mowery, Robert Julian, Don, Ver­ 
non and Charles Sharp spent Sun­ 
day afternoon at Gold Cliff. 
o a k I a n d--------------------- 
Mr. and Mrs. Robert Jack and 
son, Bobby of Lancaster 
visited 
Wednesday evening with Mr. and 
Mrs. Earl Friesner. 
--------------------Oa Ria n d-------------------- 
Mr. and Mrs. Fred Heigle and 
daughters, Ruth. Ruby and Shir­ 
ley were Sunday guests of Mr, 
and 
Mrs. 
Samuel 
Baker 
near j 
Logan. 
Ruby remained for a few I 
days visit. 
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F. F. A. (joes to Cleveland 
A 
delegation 
of 
26. 
mostly 
F. F. A. boys, made a three day 
trip to the World’s Poultry Con­ 
gress. leaving Laurelville Monday 
morning, July 31. 
We visited the Experiment Sta­ 
tion at Wooster, on the way up. 
Our tent was pitched about 4 p. rn. 
at the Yrouth camp, Berea, a sub­ 
urb of Cleveland. The first evening 
we visited the Cleveland Zoo and 
the Municipal Airport. 
There we 
saw' several ships of the air land 
and take off. 
This airport is one 
of the largest in America. 
Tuesday was spent at the Poul­ 
try 
Congress. 
44 
nations 
and 
nearly all the states had exhibits. 
Many rare and interesting birds 
were on exhibition. 
Large num­ 
bers of fowls were on display from 
all parts of the world. 
One of the 
most interesting things to me and 
to many other boys was a troupe 
of Canadian Mounted Police, 32 
in number. 
They put on a very 
good show. 
Wednesday morning we left for 
Laurelville and came by w'ay of 
Akron. There w*e visited the Fire­ 
stone 
Rubber 
Co. 
and 
went 
through their warehouse and fac­ 
tory. 
We saw hundreds, perhaps 
thousands of tons of rubber pack­ 
ed in bales as it is received from 
Liberia. 
These 
bales 
were 
not 
large 
but our 
guide said 
they 
weighed from 200 to 300 pounds 
each. Altogether about ten chem i­ 
cals were added. 
The rubber and 
chemicals were mixed by powerful 
machines. We saw the weaving of 
the fabric. 
This w'as rubberized 
first one one side then on the 
other, making 
rubber sheets of 
uniform 
thickness. 
It 
was 
our 
privilege to watch a man make an 
8 ply truck tire. 
We W’ere a tired bunch when we 
reached home at nine o'clock Wed­ 
nesday night, but we had seen a 
lot. 
The Chapter financed this trip 
by 
sponsoring 
Saturday 
night 
shows at the Community Hall. 
(signed) Earl Edwards, Reporter 
Laurel Chapter, F. F. A. 
The 
members 
of 
the 
Ladies 
Bridge Club were entertained at 
the home of Mrs, Mildred Wool­ 
e n , Tuesday evening. 
---------------------L a u r e l v i l l e 
--------- 
Mrs. Florence Pontious substi­ 
tuted for Mrs. Mabel Powers, who 
is spending her vacation in Michi­ 
gan. 
High scores were won by 
Mrs. 
Amy 
Grattidge 
and 
Mrs. 
Margaret Floyd and low scores 
were won by Mrs. Della Reichel- 
derfer and Mrs. Mae Archer. 
Refreshments 
were 
served 
at 
the close of play. 


The 
members 1 o f16 the 
M. 
E. 
Ladies Aid 
Society 
were 
enter­ 
tained at 
the 
church 
Thursday 
evening with Mrs. Blanche Hock- 
man, Miss Amy McClelland, Mrs. 
Leota Smith and Miss Jeannette 
Hockman as hostesses. 
---------------- Laurelville------------------ 
Miss Amy McClelland was pro­ 
gram leader and presented the fol­ 
lowing program. 
Piano solo by 
Miss 
Jeanette 
Hockman, 
vocal 
solo by Mrs. Evelyn Bowers, read­ 


ings by Myrtle De Haven and Miss 
Clara Grace Sharp. 
At the close of the program the 
members and guests were invited 
to the basement where refresh­ 
ments of watermelon and ice tea 
was served at a long decorated 
table by the hostess to 28 mem­ 
bers and three guests. 
A Bible 
contest wras presented 
by Miss 
Amy McClelland and Mrs. Ruth 
Bushnell was 
the 
winner, 
Mrs. 
Ethel Clay was welcomed into the 
society by the president. 


L a u r e l v llle - 
Mrs. 
Lilliam 
McClelland 
read 
the devotional program, songs, "I 
Need Jesus" 
and 
"This Is My 
Father’s World", the 103rd Psalm 
was read in unison followed by 
the Lord’s 
Prayer 
the 
meeting 
closed with the benediction. 
— ------------L au r e lv ille —— 
- 
Mr. and Mrs. Lawrence Hedges. 
and children. Lila Jean, Miriam 
and Don, Mr. and Mrs. George 
Swepston 
and 
daughter, 
Joyce. 
Mr. and Mrs. Marcellus Young and 
son. Roger, Mr. and Mrs. Raymond 
Hedges, Walter Hedges and Mr. 
and Mrs. Lawrence Hinton enjoy­ 
ed picnic dinner and swimming in 
Buckeye Lake, Sunday. 
----------------- Laurel v i I Ie------------------ 
Miss Gwendolyn Dent left Sat­ 
urday evening for New York City 
to attend the World’s Fair and 
other places of interest. 
----------------- Lau relvil le------------------ 
Mr. and Mrs. Guy 
Thompson 
are announcing the marriage of 
their 
daughter, Della Marie, to 
Wayne Frances 
of 
Bull Creek, 
son of the late 
Mr. 
and 
Mrs. 
Chauncey 
Frances, on July 29, 
1939. 
----------------- L au relvil le------------------ 
Benny 
Young 
is 
attending 
Bible 
School 
in 
Adelphi 
this 
week. 
----------------- La u relv ille ------------------ 
Mrs. Charles 
Lively, Mrs. Be­ 
linda Priddy, Frank Wilson, Paul, 
Hugh and Lois Ann 
Lively, Mr. 
and 
Mrs. 
Virgil 
Durant, 
Mrs. 
George Fetherolf and Mrs Grace 
Pearce attended 
Field 
Day at 
Clarksburg, 
Thursday. 
One 
of 
the features of the day was the 
sermon by Rev. E. Howard Cadie 
of Indianapolis, Ind. 
------------------ Laurel Ville------------------- 
Mr. J. L. Archer 
and 
George 
Bushnell 
attended 
the 
"Stag 
Camp" at Ross 
Hocking 
Camp 
this weekend. 
----------------Laurelvi lle —--------------- 
Mr. and Mrs. George Bushnell 
left Monday 
morning on a trip 
through Virginia and other places 
of interest. 
Mr. and Mrs. Elliott 
Relchelderfer left last Wednesday 
on a trip. 
----------------- Laurel Ville------------------ 
The 
annual 
reunion 
of 
the 
Dawson’s Eby’s and Harper’s was 
held at Ash Cave with approxi­ 
mately 75 relatives and friends in 
attendance. 
After the picnic din­ 
ner talks were 
given 
by 
Fred 
Lutz and Benjamin Starkey. Dur­ 
ing the business m eeting the fol­ 
lowing officers were elected for 
the coming year; Emmett Lutz, 
president; Mrs. Grace Campbell, 
vice 
president; 
Mrs. 
Elinor 
Maxon. secretary, and Fred Lutz 
and 
Benjamin 
Starkey as his- j 
torians. 
----------------- Lau relvil le ------------------ 
The 28th annual reunion of the 
Scioto Sunday School Union will 
be held Sunday. August 13, in the 
Gospel 
Tabernacle at Richmon- 
dale. 
There will be special num­ 
bers by each Sunday School rep­ 
resented and the address will be 
given by Rev. H. L. Smith, W av­ 
erly at 2 o’clock, and special mu­ 
sic will be a feature of the day. 
— -------------Laurel vt I lo---------------— 
Mr. and Mrs. Clyde 
Boecher, 
Mrs. Minnie Boecher and Mr. and 
Mrs. Edward Boecher enjoyed a 
picnic 
at 
O’Shaughnessy 
Dam, 
Sunday. 
----------------- L a u r e lv ille ------------------ 
The Boy Scouts. Robert West, 
John and Robert Bowers, Melvin 
and Lowell 
Archer, 
Gene, Billy 
and 
Freddie 
Karshner, 
Ivan 
Hoyer, John Clay, Warren Poling 
and 
the 
scout 
master, 
Harold 
Archer are spending this week in 
the 
Chilcote 
cabin 
near 
South 
Bloomingville. 
—------------- -L a u r e lv i l le ------------------ 
The Foreign Missionary Society 
of the Adelphi Parish will meet 
Thursday 
at 
the 
Rock 
House 
Park. 
—— ---------- L au relv ille -— 
- 
- 
Mrs. Florence Clouse and son, 
Paul of Somerset w’ere the guests 
of Mr. 
and 
Mrs. A. L. Strous, 
Monday. 
---------------- ^Laurel Ville—— —- ......- 
Mr. and Mrs. Fred Dent, Mr. 
and Mrs. Ray Poling 
and 
Miss 
Mary 
Frances 
Poling were the 
guests of Raney Poling of Green­ 
field, Sunday. 
— —L a u r e lv ille —----------— 
Mrs, 
Sarah 
Huggins 
of 
Mt. 
Pleasant spent 
the 
week with 
Mr. and Mrs. Dwight Huggins. 
—— L a u r e lv i l le --------------■— 
Mr. and Mrs. Carrol Snoke and 
children. 
Mary 
Kathryn 
and 
Bobby and Miss Mary Smith of 
Lancaster 
w'ere 
the 
Sunday 
guests of Mr. and Mrs. Clarence 
Sells. 
----------------- L a u r e lv i l le — ---------— 
Mr. and Mrs. T. L. W alters and 
two grandchildren 
of 
Lancaster 
called on Mr. and Mrs. O. C. Def- 
enbaugh, Sunday. 
Laurel Ville---------------- - 
Rev. and Mrs. Fred Roster and 
children, Freda and Coleman of 
Syracuse 
spent 
Thursday 
eve­ 
ning with Mr. and Mrs. Edgar 
Karr on their 
way 
home from 
Camp m eeting at Stoutsville. 
— - — L a u r e lv ille 
- 
Mr. and Mrs. J. L. Archer and 
daughters, Wanda 
and 
Marlene 
and Mrs. Eliza 
McClelland vis­ 
ited Mrs. Mabel Cave at Mt. Car­ 
mel hospital, 
Columbus, Tuesday 
afternoon. 
——————- L a u r e lv i l le — ...----- ----- 
Mr. and Mrs, Herbert 
Smith, 
Baltimore, 
Md.a 
Mrs. 
Charles 


Drum and Mrs. George Overmire 
and daughter, Judy and Richard 
Bow’ers of Columbus 
were 
the 
Sunday guests of Mr. and Mrs. 
George Bowers. 
------------------L a u r e lv ille --------------— 
Mr. and Mrs. Howard Grubb of 
Columbus 
spent 
the 
weekend 
with Mr. and Mrs. Charles Lap- 
pan. 
------------------L a u r e lv ille ------------------ 
Mrs. 
Gene 
Shupe 
and 
Mrs. 
Julia Francis of Columbus were 
the guests of Mr. and Mrs. Har­ 
vey Bochart of Tarlton, Sunday. 
------------------L a u r e lv ille ------------------ 
Mrs. 
Wayne 
Hall 
and 
Mrs. 
Lawrence Hedges w’ere Columbus 
visitors Saturday. 
------------------La u relv ille--------------- — 
Mr. and Mrs. Paul Arledge of 
Columbus spent the weekend with 
Mr. and Mrs. Harley Jinks. 
------------------L aur elvil le......................- 
Mr. and Mrs. 
Denver 
Drum 
and 
children, 
Mabel 
and 
Jean 
Ruth and Miss Lillian Notestone 
returned to their home 
Monday 
after spending a w’eek at Stouts­ 
ville Camp meeting. 
------------------L a u r e lv ille --------------- — 
Mrs. Anna Valentine of Colum­ 
bus spent Sunday with her ' sis­ 
ter. Miss Maude M ettler of Maple 
street. 
------------------L aur elvil le------------------ 
Mr. and Mrs. Gene 
Notestone 
and daughters, Mary Ruth, Joan 
and Jean of Columbus are spend­ 
ing a week’s vacation with Mr. 
and Mrs. Denver Drum. 
------------------ La urelville--------------- — 
Mrs. Herbert Baker of Colum­ 
bus spent Wednesday and Thurs­ 
day with C. D. Bushee and Mr. 
and Mrs. Wayne Strous. 
----------------- Lau relvil le ------------------- 
Mr. and Mrs. Wayne sharp and 
daughter. Marilyn 
Jo 
and Mrs. 
Mary Strous were 
the 
Sunday 
guests of Emanuel Thompson and 
family. 
------------------L a u r e lv ille ------------------ 
Eleanor 
and 
Edgar 
Ottmer 
Kelley are spending tw'o 
weeks 
with Dr. and Mrs. A. E. Gregory 
of New Carlisle. 
------------------L a u r e lv ille ------------------ 
Mr. and Mrs. O. CX Peters of 
Ashville were callers at the home 
of Mrs. Lillian 
McClelland and 
Mrs. Grace Pearce, Monday eve­ 
ning. 
------------------La u re I v ii I e------------------. 
Mrs. Laura Whisler spent Sun­ 
day in Columbus as the guest of 
Mr. and Mrs. Charles Gardner. 
------------ Laurel vi I Ie------------------- 
Mrs. Harley Diehl and daugh­ 
ter. Leda of Hallsville spent Wed­ 
nesday with Mrs. Wayne Hall and 
daughter, Bonnie Jean. 
----------------- L a u r e lv i l le ------------------- 
Mr. and Mrs. G. E. Creiglow, 
Emerald 
Clemmens 
and 
sons, 
Junior and Melvin of Columbus 
were the Sunday evening guests 
of Mr. and Mrs. Henry Clay. 
------------------L a u r e lv i l le --------------- — 
Mr. and Mrs. Edward 
Snyder, 
Claude 
Defenbaugh 
and 
Mrs. 
Harry 
Defenbaugh of Columbus 
w’ere Sunday 
evening 
guests of 
Mr. and Mrs. W. J. De Haven. 
------------------L a u r e lv ille ----------—----- 
Mr. and Mrs. Melvin Stahr and 
son. Dicky of Columbus were the 
weekend guests of Mr. and Mrs. 
Dahrl 
Stahr and Emmanuel R. 
Thompson. 
------------------L a u r e lv ille ------------------ 
Mr. and Mrs. Jam es O’Shea and 
Mrs. Emma Kibbler of Columbus 
were the guests Saturday of Mr. 
and Mrs. William Dumm. 
------------------L a u r e lv ille ------------------ 
Miss 
Clara 
Grace Sharp re­ 
turned to her home in St. Charles, 
Va.. Saturday after spending the 
month with Mr. and Mrs. George 
Bushnell. 
------------------L au r e lv ille ------------------ 
Mr. and Mrs. Henry McCrady, 
Mrs. Mark Armstrong and daugh­ 
ters, Ann Alice and Miss Mildred 
Sines 
of 
Circleville 
were 
the 
guests of Mr. and Mrs. J. F. Arm­ 
strong, Friday evening. 
__ 
L a u r e lv ille ----------- — 
Miss 
Charlotte 
Lively 
spent 
from Thursday to Saturday with 
Mr. and Mrs. Clyde Micaels of 
South Bloomfield. 
------------------Laurel Ville— 
--------- 
Mr. and Mrs. Paul Armstrong 
spent 
the 
weekend with W. T. 
Martin of near Albany. 
------------------L a u r e lv ille - 
Mr. and Mrs. Ray Steele and 
children Jean and Bobby of near 
Lancaster and Mr. and Mrs. Ber­ 
man Lively of Columbus 
were 
the Sunday afternoon guests of 
Mr. and Mrs. Charles Lively. 
------------------L h ure I vt Me 
- 
Mrs. Edith Ross returned Wed­ 
nesday after spending two weeks 
in Shreve and Barberton. 
------------------La ur e lv ille ----------- -—— 
Mr. and Mrs. Earl Steel of near 
Kinnikinnick were the guests of 
Mrs Mary Barton, Thursday aft­ 
ernoon. 
:— 
L a u r e lv i l le ---------------— 
Mr. and Mrs. Robert White and 
daughter, 
Nancy Sue of Logan 
w'ere callers in Laurelville, Fri­ 
day. 
-----------Laurelville------ -----— 
Mrs. Julia Frances of Columbus 
was the weekend guest of her sis­ 
ter. Mrs. Gene Shupe. 
— — 
L a u r e lv i l le ....... 
Roy Turner 
of 
Orland spent 
Saturday with 
his 
sister, Mrs. 
Lillian Hoy. 


— 
— — .........— I . a u r e i V i l l e — 
-------------- 
Mr, and Mrs. John 
Neale of 
I^ancaster were the guests of Mr. 
and Mrs. Clyde Boecher and Mrs. 
Minnie Boecher, Sunday evening. 
--------------La u relv ille ------------------------ 
Mrs. 
Charles 
Armstrong and 
sons, Charles and Tommy of P a­ 
taskala were the guests of Mrs. 
Susan Ried, Saturday afternoon. 
*— ----- 
Laurelville- ..........- —- 
Mr. and Mrs. Wilbur Lutz, Miss 
Effie 
Lutz, 
Raymond Hoddy of 
Columbus and Mrs. Allen Clark of 
Clear 
W’ater, 
Florida, were the 
guests 
of 
Mr. 
and Mrs, J. L. 
Archer, Sunday afternoon. 
.......... - L a u r e lv i l le —.— —-------- 
Dr. and Mrs. Edgar Kelley and 
Mr. and Mrs. John Archer left 
Sunday evening 
for 
a 
trip to 
Maryland. 
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Glen Julian of St. Clair Shores, 
Michigan is 
spendihg the week 
with his parents Mr. and Mrs. Fred 
Julian and other relatives. 
Members of the Julian fam ily 
gathered at the home of Mr. and 
Mrs. Charles Julian Jr., at Rush­ 
ville, Sunday for a picnic dinner. 
Those present were Mr. Glen Jul­ 
ian, St. Clair Shores, Michigan, 
Mr. and Mrs. Raymond Finley, Mr. 
and Mrs. Ray Julian of Lancaster, 
Mr. and Mrs. Charles 
Julian Sr.,- 
Mr. and Mrs. Fred Julian, Mr. and 
Mrs. Paul Julian, 
Misses Helen 
Bette Roberta and Susie 
Julian, 
John and Joe Julian. 
------------------- Amanda-------------------- 
Mrs. George 
Reed, assisted by 
Mrs. Gale Reed, 
entertained the 
Methodist 
Missionary 
Society, 
Thursday evening at their home 
north of Amanda. 
The business 
m eeting preceded 
the following program with Mrs. 
Ray Griffith program leader.— De­ 
votions—Mrs. Minnie Waits, "Field 
support”—Mrs. 
Griffith, 
Demon­ 
stration—"Field Suport Thrills"— 
Mrs. Earl Craft and Mrs. Elmer 
Welch, Study book—"Facing the 
future task"— Mrs. 
Frank 
Reed 
Effective use of mite boxes"— Mrs. 
Griffith. Song—"Give a mite," fol­ 
lowed by 
opening 
of 
the 
mite 
boxes. 
Meeting closed with the Lord’s 
prayer followed by a social hour. 
--------------------Amanda------------------- • 
Mrs. Carrie Kirkwood a m em ­ 
ber of Amanda auxiliary now liv­ 
ing in Circleville was a welcome 
visitor at the meeting. 
A njanda-------------------- 
Glenn Clevenger spent the w eek­ 
end with his brother, Ted Cleveng­ 
er of Lancaster. 
--------------------Amanda-------------------- 
Mr. and’ Mrs. Grant Creaglow 
of Columbus and Rebecca Creag­ 
low 
of 
Rushville 
visited 
with 
friends in Amanda. 
• 
--------------------- A m a n d a ---------------:------ 
Mrs. Maisie Kennedy and son 
Dale attended the Hart reunion at 
Ash Cave Sunday. 
------------------- Am anda-------------------- 
Mr. and Mrs. 
Lolyd Welch of 
Chillicothe spent 
Sunday at 
the 
Elmer Kennedy home. 
-.......... Amanita-------------------- 
Mr. and 
Mrs. 
Clement Welch, 
Mrs. Ella Welch of Pittsburg were 
Friday evening guests at the E l­ 
mer Kennedy home. 
------------------- Amanda-------------------- 
Mrs. A. S. Marion is visiting 
with her sister, Mrs. Emma Myers 
of Groveport. 
------------------- Amanda------------------- - 
Mr. and Mrs. Emmett Balthaser 
are the parents of 
a 
son born 
Aug. 5 at the home. 
--------------------Amanda-------------------- 
Mrs. Ella Hartman returned to 
her 
home 
in 
Lancaster 
after 
spending her 
vacation with Mr. 
and Mrs. Elmer Miesse and fam ­ 
ily- 
---------- ■"■Am an da 
Miss Georgia Reed of Columbus 
spent Sunday with her parents, 
Mr. and Mrs. George Reed and 
family. 
--------------------Amanda-------------------- 
Mr. and Mrs. Ross Myers and 
children Barbara Jean son Edwin 
of Fremont were Sunday dinner 
guests of the former’s 
parents, 
Mr. and Mrs. Purley W illiamson. 
Mrs. W. E. Myers w’ho has been 
spending a fortnight at the W ill­ 
iamson home 
accompanied 
them 
home. 
--------------------Amanda ■■ ■ 
— -... 
Mr. and Mrs. John Potts and Joe 
spent Sunday with their daughter 
Mr. and Mrs. Walter Hedges and 
family. 
--------------------Amanda----------------— 
Mrs. Gale Reed spent the w eek­ 
end with her 
grandmother, Mrs. 
Ida Vincent of Millersport. 
-------------------- Amanda-------------------- 
Mrs. Ben Potts 
and daughter 
Marilyn and son Frederick of Lan­ 
caster 
were 
Monday 
afternoon 
guests of 
Mr. 
and 
Mrs. John 
Potts. 
• Amanda- 
Mr. and Mrs. Vernon Belt, Reese 
Station 
w'ere 
Monday 
evening 
guests of Rev. and Mrs. H. A. 
Haynes. 
--------------------A manda-------------------- 
Mrs. W alter Smith of Amanda is 
critically ill. 
Their Sunday guests 
W'ere Mr. and Mrs. A. K. Stillman 
and fam ily of Grove City, Mr. and 
Mrs. Harmon Smith and family of 
Grove City, Mr. and Mrs. Orville 
Smith and fam ily 
of Circleville, 
Mr. and 
Mrs. 
Earl 
Smith 
of 
Amanda. Mr. and Mrs. F. T. Faus- 
naugh of Stoutsville. 
- ..... .........Amanda------------------ — 
The Clearport Seam Sisters met 
Wednesday, Aug. 2 at the home of 
Mrs. Jam es Thompson. During the 
business session an extra meeting 
was planned for the discussion and 
planning for a 
picnic Aug. 18, a 
Style Show 4-H Club Congress and 
The Ohio State Fair. 
- ...... Amanda-------------------- 
Mr. and Mrs. I. E. Alspaugh of 
near Amanda spent this week with 
their son and family, Dr. Harold 
P. Alspaugh of Philadelphia. 
For 
the pleasure of their guests Dr. 
Alspaugh 
planneda visit to 
the 
World’s Fair in New York. 
— 
Amanda— 
• ■- 
Rev. and Mrs. 
H. A. Haynes 
spent Monday with their daughter 
and son-in-law, Mr. and Mrs. Ed 
Ryan of Valley Ranch, near Co­ 
lumbus. 
----------Amanda—— - .......-.. 
Miss Norma Jean Smith of Lan­ 
caster spent last week at the John 
Potts home. She also spent a few 
days with her grandparents, Mr. 
and Mrs. Dora Vanhorn of Royal­ 
ton. 
———------------A m anda- 
—— — 
Mr. and Mrs How'ard Shaeffer 


and fam ily of Lancaster will move 
to their new home in Amanda 
which 
they 
recently 
purchased 
from Fred Hines of Ashville. Mr. 
and Mrs. Charles Shaeffer parents 
of Howard 
Shaeffer will live on 
the other property located on the 
farm. 
--------------------Amanda----------- — — . 
Mr. and Mrs. Frank Belong of 
Parker, 
Kansas, 
were 
recent 
guests of Mr.and Mrs. D. W. Be­ 
long. 
They 
were 
accompanied 
home by Mr. and Mrs .D. W. Be­ 
long and daughter Margaret. They 
visited points of interest in In­ 
diana, Illinois, Missouri, Oklahoma 
and Kansas. Enroute home the Be­ 
longs called on Mr. and Mrs. Jos­ 
eph W'arner and Mr. Silas Warner 
of Pana, 111. 


KINGSTON 
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A 
delightful 
"out of doors" 
m eeting of the Epworth League 
was enjoyed, on Sunday evening, 
at the home of Mr. and Mrs. Char­ 
les Phillips, south of town. 
Dor­ 
othy Shew'alter was the 
leader, 
Rev. Fred Mark of W ashington 
C. H. gave a, half hour talk on 
"Youth”. 
Reports 
of 
Lancaster 
Camp 
meeting 
were 
given 
by 
M isses 
Shew’alter 
and 
Rheta 
Wunch and David Porter. 
Re­ 
freshm ents 
servel 
were — Ice 
cream and cookies to the following 
—The guest speaker, Howard Fel- 
enstine of Clarksburg, Robert Con­ 
oway of Atlanta Mrs. Alice Wel- 
sheimer, Dorothy Hutton, Mahala 
Shoemaker, Rita Wunch, Dorothy 
Shewalter, 
Marvine 
Newhouse, 
Lucille Porter, Nona Shepler; E s­ 
ther 
Batterson, 
Julius 
Wright, 
David 
Porter, 
Robert 
Sheperd, 
Marvin Ford, Howard Polen, Ber­ 
nard 
Brow'n, 
Leroy Welsheimer, 
Mrs. W alter Wright, Mr. and Mrs. 
W. R. Sheridan, Mr. and Mrs. Ray 
Hockenberry and children Donnie 
and Ellen, Rev. and Mrs. F. J. 
Batterson, Mr. and Veil Kempton, 
Mrs. Russell New'house and the 
host and hostess, Mr. and Mrs. 
Charles Phillips. 
-----------------------K i n g s t o n ----------------------- 
Messrs. 
Paul 
McGinnis 
and 
Louis Holderman left, on Saturday 
to join their fam ilies at Lake Bre- 
voort, Michigan, Mrs. Carson Dres- 
back and daughters Mary Anne 
and Jean, Mr. and Mrs. Shirley 
Gearhart and family, Mr. and Mrs. 
G. W. McGinnis and fam ily are 
vacationing at Lake Brevoort. 
------------------K i n g s t o n - ---------------- 
Mrs. Judson Harmon and son 
John of Greensburg, Penna., are 
the guests of ber mother Mrs. 
Carrie Holderman and family. 
— ■----------- K truest o n 
— 
Mr. and Mrs. Theodore Yaple 
and son Teddy of Columbus, Miss 
Lillian Yaple of Chillicothe and 
Mrs. H. E. Yaple returned on Sun­ 
day from a W’eek’s vacation at 
Perrin’s Landing on Lake Lelan- 
au, near Traverse City, Michigan. 
----------------- K i n g s t o n ------------------- 
Mrs. Herbert E. Ramsey, who 
has been the guest of relatives 
passed the day, Wednesday, with 
her aunt Mrs. Harry W right and 
husband. 
On Saturday she left 
for 
her 
home 
in 
Hutchinson, 
Kansas. 
K i n g s t o n ------------------ 
Mrs. H. E. Yaple visited her 
mother 
Mrs. 
Elizabeth 
Hassen- 
pflu, on Saturday. 
Mrs. Hassen- 
pflu, who has been on the sick 
list is slowly improving. 
----------------- K i n g s t o n ----- ----------- - 
Mr. and Mrs. Harry Wright and 
their guest Mrs. Herbert E. Ram­ 
sey visited Mr. and Mrs. Thomas 
Wright and family, near Fox post­ 
office, on Wednesday afternoon. 
------------------K i n g s t o n ------------------ 
Mr. and Mrs. Frank Shaffer and 
son, Frederick of Amanda visited 
her mother, Mrs. Edith Dresback 
and 
Miss 
Gayle 
Dresback 
on 
Sunday. 
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The Tarlton Stitch and Chatter 
4-H Club met Wednesday after­ 
noon at the home of Elaine Holli­ 
day. Eight members and 
leaders 
were present. 
The afternoon was 
spent in working on projects an<l 
playing games. 
The club will go 
to Rising park W ednesday Aug. 16. 
- 
Tarlton 
..............- 
Relatives and friends gathered 
at the home of Mrs. J. H. Rath- 
burn of Middleport, 
O. 
Sunday 
honoring her and 
her 
nephew, 
Francis Arledge on their birthday 
anniversary it was also Mr. and 
Mrs. Francis Arledge fifth wed­ 
ding anniversary. 
Covers 
were 
placed for: Mrs. Amanda Doger 
of Reynoldsburg, 
Mr. and Mrs. 
John Bethel and family, Mr. and 
Mrs. A. L. Hurst of Columbus, Mr. 
and Mrs. Jam es Arledge, Circle­ 
ville, Mr. and Mrs. Forrest Rath- 
bum of Cheshire, Mr. and Mrs. 
Amos Foust of Tarlton, Rev. and 
Mrs. Marion Paxton and fam ily of 
Tuppers, Mrs. Frances Rathbum 
and family of Middleport, and the 
honored guests. 
-------------------Tarlton—------------- -— 
Mr. and Mrs. Clyde Hedges and 
family spent the 
weekend with 
Mr. and Mrs. Elmer Huber of Ada. 
T a r l t o n -— 
-.......- - 
Mr. C. C. Kreider and daughter 
Lucia, Albert Spangler, and W al­ 
ter Allen Kreider spent the week­ 
end with friends in Arlington. 
— 
-----Tarlton....................... 
The M. E. church will have their 
fish fry Saturday August 26. 
—Tarlton-—-*-----—— 
Mr. and 
Mrs. 
Lee 
Staley of 
Orient, visited Sunday with Mr. 
and Mrs, Edward Harris. 
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Donald 
Smith 
of 
Middleburg, 
and Tommy Notestine of Belle­ 
fontaine, were Monday overnight 
guests of Mr. and 
Mrs. 
Leslie 
Canup. 
-Atlanta- 
Tuesday evening visitors with 
Mr. and Mrs. Willard Evans were 
Mr. and Mrs. John Farmer Jr. 
■--------------------- A t l a n t a -------------------— 
Miss Helen Colville, Ross Dodds, 
and Mr. and Mrs. Dan Pfoutz of 
Circleville, 
Miss 
Helen Skinner, 
Mr. and Mrs. Leslie Canup and 
C. E. Moore were entertained Wed­ 
nesday evening at the home of Mr. 
and Mrs. George Clements in Co­ 
lumbus. 
--------------------- A t la n ta ---------------------- 
Miss Ann Persinger of New Hol­ 
land was an overnight guest Tues­ 
day of Mrs. Wendell Evans and 
son, Harley. 
• 
A tla n ta --------------------- 
Mrs. Edna Fulton of Chillicothe 
visited last week with Mrs. Maizie 
Claypool and Dayton Mouser. 
—------------- A t l a n t a -------------------— 
Mrs. Walter Hoefelman and son 
Ralph 
of 
Louisville, 
Ky., 
were 
guests several days this week of 
Mrs. 
Florence Campbell, daugh­ 
ters Betty and Marilyn, and son 
Wiley. 
--------------------- A tla nt a ---------------------- 
Miss Velma Strope of Columbus 
enjoyed a vacation last week with 
her mother, Mrs. Kate Strope, and 
her sister, Mrs. George Betts and 
family. 
-------------------- A tla n ta ---------------------- 
Mr. and Mrs. John Farmer Jr., 
Mrs. John Farmer and son Virgil 
were Friday shoppers in Colum­ 
bus. 
-------------------- A t l a n t a ---------------------- 
Miss Marilyn Drake w as a guest 
several days last week at the home 
of Mr. and Mrs. C. E. Eckle at 
Washington C. H. 
----------------------A t l a n t a ---------------------- 
Mr. and Mrs. Sherman Betscher 
and fam ily and Mr and Mrs. Stan­ 
ley Betscher and family of Ham­ 
ilton were weekend guests of Mr. 
and Mrs. Ed Schlering. 
--------------------- A tla nt a---------------------- 
Mr. and Mrs. Meinhardt Crites 
of Circleville and Mrs. Virginia 
Hannan were Sunday visitors at 
the home of Mr. and Mrs. Roscoe 
Baughn. 
---------------------A t l a n t a —------------------- 
Mrs. Charles Drake and family 
spent 
the 
weekend 
with 
Mrs. 
Drake’s 
parents. 
Mr. and Mrs. 
M. W. Eckle, at Madison Mills. 
--------------------- A t la n ta ---------------------- 
Mr. 
and 
Mrs. Joe 
Bush 
and 
daughter 
Mary 
Anise, and son 
Gene, 
entertained 
the 
following 
guests to dinner"Sunday, Mr. and 
Mrs. Perry Bush and Mr. and Mrs. 
C. G. Bush of Mansfield; Mr. and 
Mrs. 
Dan Springston of Shiloh: 
Mrs Faythe Bush and Mr. 
and 
Mrs. Frank Bush of Chillicothe; 
and Mr. and Mrs. Lyde Bush of 
Lexington. 
--------------------- A t l a n t a 
—--------- 
Mr. and Mrs. Dean McCoy and 
son 
and daughter of Dayton, and 
Mr. 
and Mrs. Frank Bowshier of 
Columbus were weekend guests of 
Mr. and Mrs. Herbert Bowshier 
and family. 
----------------------A t la n ta --------------------- 
Mr. and Mrs. J. F. W illis enter­ 
tained 
as their Sunday 
dinner 
guests, 
Mrs. 
Alice Hughes of 
Clarksburg, 
Jeff 
Mossbarger 
of 
Greenfield, and Virgil Mossbarger. 
--------------------- A t l a n t a --------------------- 
Mr. and Mrs. Charles Henry and 
Mr. and Mrs. Pearl Ater and chil­ 
dren picnicked at the Chillicothe 
city park, Sunday evening. 
----------------------A t la n t a ----------------------- 
Mrs. Roscoe Baughn and daugh­ 
ters, Mrs. Virginia Hannan and 
Mrs. Meinhardt Crites of Circle­ 
ville were Saturday shoppers in 
Columbus. 
---------------------A t l a n t a --------------------- 
Mrs. Ola Binna of Columbus was 
a Tuesday evening visitor at the 
home of Mr. and 
Mrs. Charles 
Henry. 
.......■Atlanta—— - 
— 
Mr. 
and 
Mrs. 
Hornbeck 
of 
Orient, George and Will Caber 
Jones from Conover visited last 
Thursday with Mr. and Mrs. Pearl 
Ater and Stephen Ater, and Mr. 
and Mrs. Earl Ater. 
— 
■--—A t l a n t a --------------------- 
Mr. and Mrs. Clarence Fox and 
son Roger visited Sunday evening 
In Columbus with Mr. and Mrs. 
Robert Steiff and sons. 
--------------------- A t la n t a ---------------------- 
Doris Dean is in Columbus this 
week 
visiting 
with her cousin, 
Joan Flesher. 
--------------------- A t l a n t a . 
Mrs. Frank Rockwell was a visi­ 
tor last Thursday at the home of 
Mrs. Lillie Anderson of near New 
Holland. 
............. 
-...—A t l a n t a ---------------------- 
John Lamb of Cincinnati and 
Allen Conrad of 
Hamilton 
were 
weekend visitors at their respec­ 
tive homes. 
... 
------ A tla n ta---------------------- - 
Mrs. Ercel Speakman was a Mon­ 
day visitor at the home of Mr. and 
Mrs. Dean Speakman. 
■ .............. ........A t l a n t a - -...... 
Mr. and Mrs. Ward Dean spent 
Sunday with Mr. and Mrs. Carey 
Dean at Clarksburg. 
---------—----Atlanta— ...... 
- 
Mr. and Mrs. Howard Skinner 
were weekend visitors with 
Mr. 
and Mrs. A. D. Skinner and daugh­ 
ter, Betty. 
-------------------- A t la n t a ---------------------- 
Marlene and Linda M atthews of 
Mt. Sterling were guests part of 
last week of Mr, and Mrs. Don 
Exline. 
■ —- — Atlanta— "■..... . 
Mr. and Mrs. Ercel Speakman 
and Mr. and Mrs. Eddie Keaton 
were Wednesday business visitors 
in Marysville. 
•— —— -----A tl a n ta — 
— 
Mr. and Mrs B. H. Moore of Co­ 


lumbus 
were 
Sunday 
afternoon 
guests of William 
Bennett and 
son Bertus. 


----------------------A t l a n t a 
-------------- 
Mr. and Mrs. George Donohue, 
Mr. and Mrs. William Tolbert and 
Mr. and Mrs. Francis Tolbert at­ 
tended a reunion at Waverly, Sun­ 
day. 
--------------------Atlanta-------------------- 
Galen Kirkpatrick of New Hol­ 
land and his son Robert Kirkpa­ 
trick of Ashville are spending this 
week in Goshen, N. Y. 
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Mr. and Mrs. E. T. Algeo, Mr. 
and Mrs. Fred W atson and Frank 
Thomas of Pataskala, 
Mr. 
and 
Mrs. 
Charles 
Kirkpatrick 
and 
son, Miss Mary Ellen Kirkpatrick 
and 
James 
Trimmer of Circle­ 
ville were Sunday guests of Mr. 
and Mrs. C. A. Thomas. 
------------------S t o u t s v i ll e — -------------- 
Miss 
Evelyn 
Relchelderfer of 
Lancaster was the guest of her 
parents, Mr. 
and 
Mrs. Russell 
Relchelderfer and fam ily over the 
weekend. 
------------------S t o u t s v i ll e ------------------ 
Mrs. Dan Hinton and daughter 
Bernadine 
of 
Kingston 
visited 
last week with her parents, Mr. 
and Mrs. Nelson 
Valentine and 
son George. 
------------------St o u ts v ill e ------------------ 
Dolm an 
Knowlton 
and 
Mrs. 
Ausbaugh of Columbus, Mr. and 
Mrs. C. E. Stein 
and 
daughter 
Gilian Jean, son, Dick of Circle­ 
ville were the dinner guests Tues­ 
day of Mr. and Mrs. C. E. Stein. 
Mr. and Mrs. Grover Baird of 
Grove City and Alice Baird spent 
Sunday with Mr. and Mrs. Frank 
Drake. 
------------------S t o u t s v i ll e ------------------ 
Mr. and Mrs. Herbert Stough­ 
ton of near 
Lancaster was the 
weekend 
guest of her parents, 
Mr. and Mrs. 
Nelson 
Valentine 
and son, George. 
------------------S t o u t s v i ll e ------------------ 
Rev. and 
Mrs. 
Joseph Frease 
and daughter, Joanne of Colum­ 
bus attended the Lutheran Social 
Wednesday 
evening 
and 
spent 
W ednesday 
night and Thursday 
with his mother and sister, Mrs. 
Anna Frease and daughter, Jean­ 
ette. 
------------------S t o u t s v i ll e —— 
— — 
Mrs. Abe H effner and daugh­ 
ter of near Lancaster 
attended 
camp 
m eeting here Sunday and 
called on Mrs. Susan Fraunfelter 
in the evening. 
------------------S to u ts v ill e ----------- —— 
The Win One Class of the Lu­ 
theran Sunday school enjoyed Its 
annual picnic at Cantwell Cliffs, 
Sunday. 
--------------— S t o u t s v i ll e ------------------ 
Miss Leah Ann Crites returned 
home 
W ednesday 
after 
a 
two 
weeks visit with Mr. and 
Mrs. 
Vaugh Lewis of Bellecreek. 
■ ■■ — 
S t o u t s v ill e - — 
— 
Rev. and Mrs. H. A. Blum and 
daughters, 
Kathryn 
Ann 
and 
June left Sunday 
for 
a 
three 
weeks 
visit 
with 
relatives 
at 
Crestline. 
-----------------S t o u t s v i ll e ----------------- 
Mr. and Mrs.. Carl 
Valentine 
and fam ily and Mrtt. Nelson Val­ 
entine, 
Mrs. 
Dan 
Hinton 
and 
daughter, Bernadine were Circle­ 
ville guests Saturday evening. 
------------------S t o u t s v i ll e ------------------ 
The Young Ladies’ Bible class 
of 
the 
Heidelburg 
Reformed 
church met at the home of Misses 
Catherine and Elsie Adams last 
Tuesday 
evening. 
Lunch 
was 
served by the hostesses. 
—---------------S t o u t s v i ll e ------------------ 
Mr. and Mrs. Vance Courtright 
of 
Shelbyville, 
Illinois, 
arrived 
Wednesday. 
Misses 
Eleanor 
Stout and Thais Ann Harden, who 
had 
been 
visiting 
the 
Court- 
rights, returned home with them. 
- 
-....... .......S t o u t s v i ll e ------------------ 
Esther Mary Miller of Amanda 
is spending several 
days 
with 
Mrs. Etta Hoffman. 
------------------S t o u t s v i l l e ------------------ 
Mr. and Mrs. Nelson Valentine 
entertained at dinner Sunday the 
following guests, Mr. 
and 
Mrs. 
Cliff Pontious 
and 
two daugh­ 
ters, near Thatcher, Ohio. Mr. and 
Mrs. Dan Hinton and daughters 
of Kingston, Mr. and Mrs. 
Ira 
Valentine of Circleville, Mr. and 
Mrs. Herber Stoughton and Mr. 
and Mrs. Ferdie Friend and fam ­ 
ily of Lancaster. 
------------------S t o u t s v i ll e ------------------ 
Mrs. Eugene Meyers, who fell 
down stairs last Tuesday, is able 
to be about again. 
------------------S t o u t bvd i e ------------------ 
Mrs. 
Emma 
Knowlton of Co­ 
lumbus 
and 
Mrs. 
Sarah 
Stein 
were Friday guests of Mr. and 
Mrs. Harl Stebelton. 
-------------- — S t o u t s v i l l e 
■------- 
Mr. and Mrs. H. B. Conrad and 
son, Keith of London visited sev­ 
eral days last week with Mr. and 
Mrs. O. W. Conrad and Mr. and 
Mrs. Arch Drake and other rela­ 
tives, 
----------------- Stout evil Ie 
-------- 
Mr. and Mrs. H. B. Conrad, son 
Keith, Gay Conrad and friend of 
London, 
Mr. 
and 
Mrs. 
John 
Barnes 
and 
grandson, 
Charles 
Donaldson and daughter, Martha 
of Reynoldsburg, Misses Julia and 
Bertha 
Barnes of South 
Bloom­ 
field, CX, were dinner guests Sun­ 
day of Mr. and Mrs. O. W. Con­ 
rad. 
— — 
——Stoutsville—----- - 
Mr. and Mrs. W. A. Knowlton 
of Columbus called Sunday after­ 
noon 
on 
Mr. 
and Mrs. C. E. 
Stein. 
Mrs. 
Emma 
Knowlton, 
who had spent the week with her 
brother 
and 
sister, 
returned 
home with them. 
--------------- —S to u ts v ill e — — 
— 
Mr. and Mrs. Marvin Rife and 
son, Terry Dean and Mr. and Mrs. 


j Arthur 
Rife 
motored to Spring- 


j field, Saturday 
and 
spent, 
the 
weekend with Mr. and Mrs. Ralph 
Drake. 
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‘G reat’ Yank 
. Tearn Slipping 


By Lawto n Carver 
NEW YORK, Aug. 11—In 
spite o f all that has been said and 
written up to this po int, it may be that, witho ut kno wing it, we are 
watching the decline and fall o f the New Yo rk empire, fo r the club 
that has been designated by many o bservers as the greatest that ever 
spiked a diamo nd clings to day to a dwindling lead o f o nly 5% games 
in the American league pennant race. It is gripped by a slump o f 
almo st unbelievable tenacity in the light o f what the Yanks have do ne 
In the past. 
Briefly , the Yanks have mislaid the knack o f putting 
f | o n tho se big, winning o ne-inning 
splashes and they are spiritless 
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S ta n d in g s 


AMERICAN ASSOCIATION 
Club 
W o n 
L o st 
Pet. 
K a n sa s City .......... 
78 
38 
,C72 
M in neapo lis ............. 
77 
38 
.670 
In d ian ap o lis .......... 
63 
54 
.533 
L o u isville ................. 
58 
r»8 
.500 
M ilw au k ee 
. . . . . . . 
65 
62 
.470 
A 
St. 
Faul 
.................... 
52 
63 
.447 
COLUMBUS 
__ _ _ _ _44 
72 
.379 
T o ledo ........................ 
38 
8 0 
.322 
NATIONAL 
L EA G UE 
Club 
W o n 
L o st 
Pet. 
CINCINNATI 
.......... 
65 
36 
.644 
St. L o u i s.................... 
56 
42 
.571 
Chtcag o .......... .. 
N ew Yo rk ................. 
55 
49 
.529 
51 
48 
.515 
P ittsb u r g h ............... 
49 
47 
.510 
B ro o kly n ................... 
50 
60 
.600 
B o sto n ........................ 
43 
57 
.430 
P h ila d elp h ia ............ 
23 
68 
.29 2 
AMERICAN 
L E A G U E 
Club 
W o n 
L o st 
Pet. 
N ew 
Yo rk .............. 
70 
32 
.6S6 
Bo sto n ........................ 
64 
37 
.634 
C h icag o ...................... 
56 
48 
.538 
» 
C L E V E L A N D .......... 
53 
47 
.530 
D etro it ........................ 
54 
49 
.524 
W a sh in g to n ............ 
47 
58 
.448 
P h ila d elp h ia . . . . . . 
36 
67 
.350 
St. Lo uis ................... 
29 
71 
.29 0 


Y E S T E R D A Y ’S RES UL TS 


AMERICAN ASSOCIATION 
COLUMBUS 
2; 
LO UISVILLE 
0. 
In d ian ap o lis 9 ; T o led o 0. 
K a n s a s 
City 
at 
M in n eap o lis 
(w e t 
g ro u n d s). 
M ilw a u k ee a t St. 
Paul 
(ra in ). 
NATIONAL 
LE A G U E 
CHICAGO 6; CINCINNATI 4. 
B ro o kly n 3; P h ila d elp h ia 0. 
P h ilad elp h ia 8 : B ro o k ly n 3. 
N e w Yo rk 6; B o sto n 3. 
AMERICAN 
LEA fit K 
W a sh in g to n 7; N ew Yo rk 5. 
D etro it 
4; 
C h icag o 
3. 
B o sto n 7; P h ila d elp h ia R. 
(Only g a m e s schedu led.) 


GAMES 
TODA Y 


AMERICAN ASSOCIATION 
COLUMBUS AT LOUISVILLE. 
(n ig h t 
g a m e ). 
K a n sa s City at M inneapo lis. 
(n ig h t g a m e ). 
M ilw au k ee 
a t 
St. 
l'aul 
(n ig h t 
g a m e ). 
To ledo 
at 
In dianap o lis 
(n ig h t 
g a m e ). 
NATIONAL 
L E A G U E 
P itts b u r g h a t C hicag o . 
P h ilad elp h ia a t New Yo rk. 
(Only g a m e s sch ed u led ). 
' 
AMERICAN 
L E A G U E 
N ew Y o rk 
at 
P h ilad elph ia. 
St. L o u is at D etro it. 
(Q nly g a m e s sch ed u led ). 
-------------------o--------------- 
LANIER PITCHES 
BIRDS 
TO 
W IN 
AT LOUISVILLE 


LOUISVILLE, Ky ., Aug. 11 
With o ne victo ry to their credit, 
the Co lumbus Red Birds were to 
play the 
Co lo nels in the seco nd 
game o f the current series. 
Yesterday ’s co ntest was a dead 
lo ck fo r eight innings. 
With o ne 
o ut tn the ninth, the Birds "nally 
go t to Pitcher Jim Weaver and 
sco red tallies to take the game 
2 to 0. 
Max Lanier, Co lumbus 
pitcher, allo wed o nly two hits, bo th 
in the fo urth inning. 
At Indianapo lis the Indians shut 
o ut the To ledo Mud Hens 9 to 0 
in the o pening game o f a series. 
Indianapo lis' 
right-hand 
hurler, 
Jo hn Wilso n, allo wed the Hens o nly 
three hits. 
Wet gro unds fo rced po stpo ne­ 
ment o f the game between Kansas 
City and Minneapo lis, and the o ne 
between Milwaukee and St. Paul 
was called 
o ff 
because o f rain. 
Kansas City still is in the lead in 
the American asso ciatio n race. 


ANDERSON 
LISTS LINEUP 
OF TOURNAMENT OUTFIT 


Ray Anderso n, manager o f the 
Wallace-Glitt so ftball team, to day 
anno unced his squad which will 
play in the 
Chillico the 
district 
to urnament starting Mo nday eve­ 
ning. 
Llo y d Leasure and Bill Hegele 
will do the pitching. 
Other members 
o f 
the squad 
will be Purcell, lb; Ho lland, 2b; 
Ro by , ss; Ro o f, 3b; Wilso n and 
Strawser, c; Wo o druff, Eldridge, 
Ro ese, D. Nance and P. Nance, 
Kaiser, o utfield; 
Melso n, utility ; 
Dumm and Millar, co aches. 
------------------- o ................. . 


TENNESSEE 
GOLF 
STAR 
TO PLAY LOCAL COURSE? 


Bill Bo wman, 
Pickaway club 
go lf pro , said Friday that an exhi­ 
bitio n match may be co nducted 
Sunday o n the lo cal co urse if To m­ 
my Wright, lo ng hitting pro fes­ 
sio nal fro m Kno xville, Tenn., fails 
to qualify in the to urnament being 
staged at Pittsburgh, Pa. 
Wright has info rmed Bo wman 
that he will play here if he fails 
to qualify . 
T e Tennessee sharp­ 
sho o ter will be acco mpanied by an­ 
o ther pro fessio nal to meet Bo w­ 
man and Bo b Friece at 2 p. m. 


with the result that they have wo n 
o nly fo ur o f their last 11 starts. 
Thé Yanks do n’t bo unce back 
any mo re like they used to . 
In 
fact, the Yanks aren’t the Yanks 
right no w. 
“ We’re no t panicky , but I just 
do n’t want to discuss the thing,” 
Ed Barro w, successo r to the late 
Co l. Jaco b Ruppert as head man, 
said to day . 
He wo uldn’t go into 
the matter o f what the lo ss o f 
Lo u Gehrig has meant to the club 
either. 
The assumptio n in these 
parts is that the Yanks will snap 
o ut o f it and go ahead to their 
fo urth straight pennant as pre 
dieted. 
and they pro bably will. 
But they are go ing to co nvert a 
lo t o f baseball-minded citizens in­ 
to the equivalent o f so many jit 
terbugs if they do n’t dilly -dally 
and get do wn to business — but 
suddenly . 
As a matter o f statistics, when 
the Yanks lo st y esterday to Wash 
ingto n by 7 to 5, it was their 
102nd game o f the seaso n — 70 
wins and 32 defeats. In 1936 and 
1937, first two y ears o f their cur­ 
rent pennant streak, they wo n a 
to tal o f 102 games each seaso n. 
Hence to do that well again they 
will have to win 32 o f their re­ 
maining 52 games. 
To tie last 
y ear’s mark o f 99 victo ries they 
will need 29 mo re wins. 
Red So x Cro wding 
Ho wever, they pro bably are less 
bo thered abo ut that no w than 
abo ut simply getting the pennant 
any way they can, with the Bo sto n 
Red So x weak as they are in pitch­ 
ing, cro wding them all the time. 
Mo nte Pearso n lo st y esterday ’s 
game and failed to go the ro ute, 
while the Red So x were co mplet­ 
ing a three-game sweep o f the 
Philadelphia series, 7 to 5—the 
same sco re by which the Yanks 
lo st. 
Meantime, 
the 
Chicago 
White So x’ ho pes o f o vertaking 
the leaders received a setback in 
the o nly o ther game in the circuit, 
the Detro it Tigers beating the 
Chicago ans, 4 to 3. 
The idle St. Lo uis 
Cardinals 
picked up a half game to bring 
the Cincinnati Reds do wn to a 
7% game lead, the latter lo sing 
to the Chicago Cubs, 6 to 4, and 
Paul Derringer 
being 
charged 
with his seventh defeat against 15 
triumphs. 
The New Yo rk Giants wo n their 
ninth 
victo ry in their last 12 
starts, turning back Bo sto n, 6 to 3, 
and mo ved into fo urth place ahead 
o f the idle Pittsburgh Pirates. The 
Philadelphia Phillies split with the 
Bro o kly n Do dgers, the latter tak­ 
ing the o pener 3 to 0 o n Luke 
Hamlin’s three-hit pitching 
and 
the Phils winning the nightcap, 
8 to 3. 


Reds’ Receiv er 
by Jack Sords 


ERNIE 
BARPI, 
C/MOaWATVS 6l& 
‘ CAiCAt R - 1» * 
0ST VAUJA&Z 
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L E A D IN G 
B A T T E R S 


N ational 
Leagu e 
P lay er and Club 
G AB R H Pet. 
Mize, St. L o u is . . 
9 7 361 71 125 .346 
A rno vich, P h ila. . . 9 5 359 52 124.345 
M cCo rmick C ln’atl 101 408 74 138 .338 
Bo nura, N. Y 
9 7 364 66 123 .338 
M edwick, St. L o u is 
9 6 377 61 126 .334 
American League 
P lay ar and Club 
G ÁB R H Pet. 
D IM ag g lo , N. Y. . . 70 263 59 102.38 3 
F o xx, 
B o sto n 
. . . 
9 4 253 100 130.368 
J o hnso n, P h ila . . . 9 4 38 0 8 5 133.350 
McQuinn, 
St. 
L. 
101 409 76 141 .345 
G ehring er, D etro it 74 258 50 
8 4.326 
............- ■.. . O................... 
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King fenj-n Sy ndicat« , Inc., 
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T A L E S in T I D B I T S 


BY WILLIAM RITT 


Nothing su cceeds like su ccess 
. . . In the same season which 
finds the St. Lou is Browns play ­ 
ing home games 
to 
v irtu ally 
empty stands the Cincinnati Reds 
hope to play to 1,000,000 cu stom­ 
ers . . . Already 6 00,000 rabid fans 
hav e bou ght their way past the 
Crosley field tu rnstiles. 
Incidentally , the Reds hav e the 
su ccessor to Lou Gehrig as the 
“iron man” of the majors . . . 
He cou ld be Frank McCormick, 
the brilliant y ou ng first baseman, 
who is the only , member of the 
Cincy clu b who has play ed—at 
this writing—ev ery inning of ev ­ 
ery gamk 
Manager Oscar Vitt takes time 
o ff handling his trou bled Clev eland 
Indians to annou nce that in the 
line from catcher, throu gh the box , 
second base to center field, the 
Yankees are the strongest clu b he 
ev er saw . . . Frankie Crosetti and 
Flash Gordon are as satisfactory 
a second base du o as any one wou ld 
want, he thinks. 
When tennis addicts see this 
y ou nger 
Dick 
McKee 
on 
the 
cou rts they ru b their ey es . . . 
In form and bu ild McKee is al­ 
most a dou ble for Bitsy Grant. 
. . . McKee hails from Miami, 
Fla. 
Last of Flag Winners 
Clarence 
(Pants) 
Rowland is 
the only liv ing ex -manager of a 
Chicago team who has led that 
team to a world title . . . Pants 
bossed the world champion Chi- 
sox of 1917 . . . 
This y ear 
the 
Hambletonian, 
classic of 
the 
harness 
horse 
world, 
awarded 
the 
winning 
owner with a trophy . . . Thou gh 
the race has been ru n annu ally 
since 1926 u p to now, the win­ 
ning owner ju st receiv ed a nice 
bu ndle of cash. 


CINCINNATI V 


RESTING 
AFTER 


CHICAGO SERIES 


Tribe’s New Infield Du o 


Redlegs In 
St. Louis For 
Important Series; Craft 
Leaves Hospital 


ST. LOUIS, Mo ., Aug. 11—The 
Cincinnati Reds co ntemplated their 
defeat at the hands o f the Chicago 
Cubs as they rested to day in pre­ 
paratio n fo r a series o pener with 
their clo sest rivals, the Cardinals, j 
to mo rro w. 
Chicago’s farewell to the visit-j 
ing Natio nal league leaders was a ; 
6 to 4 defeat. Ho wever, the Reds 
_ 
_ 
_ 
- , 
. 
’ 
j 
Lo u Bo udreau 
Hay Mack 
do nated three o f the Cubs’ runs y yERE j8 the no w |nfjeid combination brou ght u p 
by the Clev eland 
thro ugh erro rs. 
L i Indians from Bu ffalo of the International 
lo o p. Lou Bou dreau , 
Two o f the unearned ru ns came 
one-time University of Illinois basketball captain, is the shortstop 
in the sixth inning when Lonnie 
and Ray Mack, a local boy and former All-Ohio fu llback at Case 
Frey 
fumbled 
Bill Nicholosn’s I School o f Applied Science, Is the second baseman. Both are power 
j 
„ .. . 
hitters, flashy fielders and hav e been making a hit with the fans. 
gro under. Billy My ers co ntnbut- 
j _ _ _ _ _ _ _ _ _ 
_ _ _ _ _ _ _ 
__ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
_ _ _ _ _ 


Aug* 
he “ 
A M B E R S 
F I G H T S : a.m.e. center victorious 


the Rhinelanders, returned to thi I W E I G H T 
I N 
W O R K IN 
CHILLICOTHE CONTEST 
team after being discharged fro m 


SCHMIDT C A L L S 
BUCK 
GRIDDERS 
ON SEPTEMBER 10 


COLUMBUS, Au g. 11 — Six ty 
two prospectiv e candidates for this 
season’s 
Ohio 
State 
u niv ersity 
football team receiv ed inv itations 
today from 
Coach 
Francis A. 
Schmidt to report Su nday , Sept. 10. 
This was taken as an indication 
that the coach is 
passing u p no 
chances in the selectio n of the 1939 
varsity squad. During the past six 
y ears, no t mo re than 50 received 
inv itations each y ear, 
Schmidt still is fishing in north­ 
ern Michigan, bu t it 
as on his 
orders the letters were mailed. 
-------------- o--------------- 


CONTRACTORS ON TOP IN 
THURSDAY PICKUP GAME 


a Chicago ho spital where he was 
treated fo r an injury suffered in 
a collision with ano ther play er. 


CINCINNATI 
A B R H PO A 
W erber, 
3b 
.......... 
4 
0 
2 
0 
5 
Frey , 
2b ........................ 
3 
0 
1 3 
3 
Go o dman, rf ................. 3 
0 
1 3 
0 
McCo rmick, lb .......... 
4 
0 
1 10 
0 
Lo mbardi, c ................. 
4 
0 
0 
1 
0 
Berber, cf 
................. 
3 
1 
1 
1 
0 
Gamble, 
If 
.................... 
4 
0 
0 
3 
0 
My ers, ss 
................... 
4 
2 
2 
2 
2 
D erring er, p 
................. 
2 
1 
X 
1 
1 


FOR TITLE BOUT 
The A.M.E. 
recreatio n center 
— 
defeated 
the 
Chillico the center, 
CARMEL, N. Y.. Aug. 11—The Thursday , in a game play ed at 


Ice hockey continu es to ex pand 
westward . . . The Intemation- 
al-Ameriean leagu e nex t Winter 
will hav e a clu b in Indianapolis. 
. . . The sex tet of the Hoosier 
capital team will be a nu cleu s of 
play ers in last y ear’s Pittsbu rgh 
Hornet lineu p. 
We’v e had lots of watch charm 
Northwestern introdu ces the be­ 
hemoth qu arterback . . . Nick 
Conteas. who haa a fine chance of 
landing 
the Wildcat signal-call­ 
ing 
berth, 
weighs 
arou nd 
215 
pou nds. 
Italian Diamo nd Stars 
The sons of Italy continu e to j 
blossom in the baseball world.) 
. . . Three of the fou r leading j 
Pacific coast leagu e batting lead­ 
ers are Dominic Di Maggio, Do­ 
minic 
Dallesandro and 
George 
Detore. 
Pittsbu rgh 
baseball 
fans 
ap­ 
parently go for those “special 
day s” . . . They recently tossed 
a 
nice celebration 
for 
Chu ck 
Klein . . . And now there is talk 
of a special day for the Waner 
brothers and 
another for 
Arky 
Vau ghan. 
The Chicago White Sox cer­ 
tainly are in able financial hands. 
. . . Ev ery one agrees that it was 
a v ery smart mov e to sign Jimmy 
Du kes for two y ears y ears . . . 
James is ex tremely popu lar with 
fans and play ers and has done 
a good job with little material. 
--------------------o— ----------- 


To tals 
CHICAGO 
31 
4 
9 24 11 


Hack, 
3b 
...................... 
4 
H erm an, 
2b 
................. 
3 
Galan, If ........... 
4 
Leiber, c f . . . . . . . . . . 
4 
N icho lso n, rf ............... 
4 
G. R u ssell, lb . . . . . . 3 
M attaick, ss 


A B R H PO A 


M ancuso , c ................... 3 
P ag e, p 
........................... 
4 


1 
0 
1 
t 
0 
4 
2 
2 
1 
2 
I 11 
1 
4 
0 
3 
0 0 


T o tals ............................ 32 6 
7 27 14 
C incinnati 
. . . 
0 0 2 0 1 0 0 0 1— 4 
C hicag o .......... 
1 1 0 0 0 2 2 0 x — 6 
T w o -b a se 
h its — M cCo rmick, 
M y ­ 
ers, 
G. 
R ussell. 
Leiber, 
M attiek. 
H o m e runs— Berg er,'-Herm an. S a c r i­ 
fic e s— Derring er, G o o dm an, H erm an, 
M attiek.-------------- O--------------- 


weight problem today 
perplex es 
Lou Ambers ju st as mu ch as it 
has been bothering Henry Arm­ 
strong. 
If the light and welter­ 
weight champion 
of 
the world 
has been worried, so too has Am­ 
bers 
been 
wondering why 
the 
weight doesn’t drop off his frame 
as in day s of y ore. 
At the ou tset of his training 
y esterday , with Bill Brown, Fred 
Apostoli and A1 Dav is as v isitors, 
Ambers weighed 139 pou nds and 
that isn’t what any fighter cou ld 
lau ghingly say is “within striking 
distance” 
of 
the 
requ ired 
135 


Chillicothe’s city park. The score 
was 15 -14 in a 9-inning game. 
The 
game 
started as a one­ 
sided affair, bu t Chillicothe made 
a six th inning rally which placed 
them in the lead. 
Pat Mo gan hit 
a triple for the locals 
to win the 
game, 
three 
runners 
being 
perched on the 
paths 
when 
ha 
connected. 
The fielding of Kenny 
Smith 
was a featu re for the locals. 
In the Circlev ille 
lineu p were 
T, 
Moon, 
c; 
P. 
Mogan, 
rs; 
Fletcher, ss; O. Mogan, 
cf; 
H. 
Johnson, 3b; E. 
Dade, If; P. Jack- 
pou nds. 
It means that in order j son« lb; B^ Gu sman, 2b; A. Cu m 
to come in at 135 or less at noon 
on the day of the fights Ambers 
mu st take off 
at 
least 
sev en 
pou nds to be safe. 
No qu estion, Armstrong is hav - 


mins, rf; K. Smith, cf; 
J. 
Mo- 
gan, p. 
The nex t special 
ev ent spon­ 
sored by the W.P.A. 
recreation 
center will be a tu rtle race held 


since Hank weighed only 139 % 
after his last workou t? 
The chances are that both will 
make 135 ev entu ally . 
There is a 
TO CLINCH SPOT $1,5 00 
forfeit 
u p. 
W hat 
I’m 
pointing ou t is the fact that Am 


AUSSIES R E A D Y 


ing his worries. 
Why not Lou , 
the city park Au g. 25 at 2 
p. m. 
All entries are welcomed. 
---------------o --------------- 


IN 
TENNIS 
PLAY 


LAST NIGHT’S FIGHTS 
By In tfrn n tim ial New« S e r vlff 
AT NEW YORK—A1 Reid, 127, 
New 
York, 
scored 
technical 


SEA BRIGHT, N. J., Au g. 11— 
Au stralia was ex pected to clinch 
its place in the Dav is Cu p inter- 


bers is almost as heav y right now knockou t ov er Nicky Jerome, 128 , 
as Henry is. giv e or take two or i New York (7 ), 
three 
pou nds. 
There 
still 
is 
AT PHILADELPHIA — Benny 
plenty of time for both of them.I Bass, 133. Philadelphia, knocked 
Wou ldn’t it be a joke on Ambers i ou t You ng Chappie, 142, Albany , 


Frislnger Contractors were v ic­ 
tors Thu rsday ev ening ov er the 
Kiwanis Clu b and some picku p« 
in a game play ed on the leagu e 
field at City Park. The score was 
9-7. 
Smallwood and Kimmel pitched 
for the Contractor« , Ru ss Miller 
and Carroll Woodru ff div iding hill 
du ty for the picku p crew. 
Fou r 
members of the Kiwanis firit 
string, 
inclu ded 
Bob 
Terhu ne, 
Wendell Boy er, Don Walker and 
Dan McClain, were missing from 
the lineu p. 


rmniiiiu Hu niiiiiiiiHiiiidmiimmu imimtiitmmfflnnei 
DERBY 
iaoiiHimiRoittmnmraiwiimsrinfWwmninimi inrwim 
The Derby W.C. T.U. met Tu es­ 
day with Mrs. W. W. Bau han as­ 
sisted by Mrs. Ethel Skinner. The 
meeting was called to order shortly 
after two o’clock by the President, 
Mrs. 
Frances 
Winfou gh. 
Mrs. 
P. A. Harlan, the leader, then took 
charge. Short pray ers were offered 
by three members, 
the following 
papers were read and discu ssed, 
"Are You Listening” by Mrs. Alv a 
Hill, “Ycu r Child at the Dial” by 
Mrs. Bertha Graham, “The Ru le 
of Three” by 
Esther Winfou gh, 
"Selling the program” 
by Ethel 
Skinner, 
"Broadening ou r 
Hori­ 
zons” by Lizzie Edwards. 
A report of the main talk at 
Lancaster W. C. T. U. meeting waa 
giv en by Esther Winfou gh. Elec­ 
tion of officers then took placs. 
The following officers were elect­ 
ed: Pres. Frances Winfou gh, V. 
Pres. Lizzie Edwards, 
Rec. Ssc. 
Mary 
Warded, 
Ccr. 
Sec, 
Ada 
Lantz. Treas. Mrs. James Creamer, 
Pianist, Ethel Skinner. 


if he had a harder 
time 
than 
zone final today by adding a J Henry 
when it comes to making 
dou bles v ictory to the two singles the iightweight 
limit? 
v ictories scored against 
Cu ba y es- 
__________ 0 
terday in the North American 
zone finals. 
In the prov ince of Limbu rg, in 
j 
Jack Bromwich, Au stralia’s No. the Netherlands, there is a small j 
1 
play er, 
tu rned 
back 
Jose town called America; abcu t thre e ! 
Agu ero, 8 -6 , 6-0, 6 -2, and Adrian hou rs from 
Berlin, 
Germany , is ; 
C^u ist, the Au stralian No. 2, de- New America, 
feated Ricardo Morales, 6 -0, 6-2, 


N. Y. (2). 
fi resto ns CHAMPION 


HURRAY! HERALD WI NS 


6-0, for a sweep of y esterday ’s i 
opening 
fatches. 
Bromwich and 
Qu ist were to team u p against 
Morales 
and 
Lorenzo 
Nodarse 
today . 
Two more singles matches will j 
be play ed tomorrow, regardless of 
The 
Daily 
Herald’s softball j ou tcome 
of today ’s dou bles en- 
team has finally fou nd someone it cou nter. 
can defeat—The Herald’s 
carriers. The Au stralians—assu ming they 
The score was 20-14 and 
both will complete the rou te of Cu ba— 
j 
sides had 
plenty of 
fu n. 
Don nex t will meet Yu goslav ia for the 
Valentine chu cked for the losers right to challenge for the cu p 
while Jim Ames tossed for the against the United States in Sep 
- 1 
winners. 
I tember. 


FOR SATURDAY 
Undershirts 
SHORTS & 
BRIEFS 
a 2 2 * 
W. KINSEY 
125 N. COURT ST. 


SATURDAY ONLY 
Willo ughby Tay lo r 
SPECIAL 
PIPE 


Retail Value $1.00 


And Two Po cket Tins o f 


c , r r k ’ . 
5 
3 
c 


(Limit One “ Special” to Each 
Custo mer) 


ç/cj{(a /îC 7 i 
. 
D R U G S T O R E S 
lUo W. MAIN ST. 
CIRCLEVILLE, O. 
ir e s t o n e 


147 W . Main St. 


HOME RUN HITTERS 
By Internatio nal News Service 
Mo o re, 
Giants, 
Ott, Giants; 
Kampo uris, 
Giants; 
Simmo ns, 
Bees; Walker, White So x; Parks, 
Do dgers; Jo hnso n, Athletics; Hay ­ 
es. Athletics; Berger, Reds, Her­ 
man, Cubs. 
Leaders: Fo xx, Red So x 30; Ott, 
Giants 22; Greenberg, Tigers 20; 
Mize, 
Cardinals 
20; 
Selkirk 
Yankee* 18 . 


Here’s your ( haute to MOVE UP TO 8-CYLINDER 
PERFORMANCE AND ECONOMY! 


‘ i l l Ê Ü K 


THE 


TELEPHONE 


BRINGS FAMILIES 


TOGETHER— 


WHEREVER 


THEY MAY BE 


LOCATED! 


IS5 4 
-a 
19 35 
19 3$ 
19 37 


We give you o better deal • a 


better car • a better guarantee! 


We Fo rd dealers can give y o u a better deal o n these 
great Fo rd V-8 's than any o ne else in to wn. We give 
y o u a b etter car, reco nditio ned and o verhauled ac­ 
co rding to high Fo rd standards — and we use 
o nly genuine Fo rd parts. That’s why we can 
give y o u a better g u a ra n tee 
. . . a written guaran­ 
tee that really gives y o u the pro tectio n it pro mises. 


NO "S IX " CAN MATCH THE ECONOMICAL 


FORDV- 3 IN SMOOTH. POWERFUL PERFORMANCE 


and practically NAIM YOUR OWN PRICE! 


* 


P 
U 
T 
! E»es Examined 
L 
J Glasses Fitted 
OFFICE 
Daily 9 to 5, Saturday 9 to 9 Clo sed all day Thursday . 
HOURS: 
Evenings by Appo intment—Pho ne 449 
Dr. D. S. Go ldschmidt 
* 


From the 13 4 to the ’38, there's an economical 


Ford V-8 to fit almost A N Y purse . . . you don't 


have to be satisfied any longer with a "six 


N o car with fewer cy linders can give the smo o th, 
po werful perfo rmance o f a Fo rd V-8 . And no w', 
y o u can o wn o ne at almo st 
a n y price y o u want— 
fro m the ’34 mo del to the '38 . And every o ne’s 


still a fine car, fo r Fo rd builds them to la st! 


Plus record V-8 economy 


In additio n to great ‘’V-8 " perfo rmance, y o u 
get 
reco rd gaso line eco no my . (In this y ear’s Gilmo re* 
Yo semite eco no my run, Fo rd V-8 sho wed betto r 
gas m ileag e than any o ther leading lo w-priced 
car.) And y o u’ll be surprised ho w thrifty these re­ 
co nditio ned Fo rd V-S’s are when it co nies to o il! 
Pi ckaway Motor Sal es 


Co . Sto re 
ST 


140-142 W. MAIN ST. 
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‘Great’ Yank 
Tearn Slipping 


By Lawton Carver 
NEW YORK, Aug. l l —In spite of all that has been said and 
written up to this point, it may be that, without knowing it, we are 
watching the decline and fall of the New York empire, for the club 
that has been designated by many observers as the greatest that ever 
spiked a diamond clings today to a dwindling lead of only 5 Vt games 
in the American league pennant race. It is gripped by a slump of 
almost unbelievable tenacity in the light of what the Yanks have done 
in the past. 
Briefly, the Yanks have mislaid the knack of putting 


Reds’ Receiver. • St a a 
by Jack Sorels 


ERNIE 
BARDI, 


AMERICAN ASSOCIATION 
C lub 
W on 
K a n s a s C ity . . . . . . 78 
M in n ea p o lis ............ 
77 
I n d ia n a p o lis 
............. 
63 
L o u is v ille 
............... 
58 
M ilw a u k e e 
. . . . . . . 
55 
St. 
Paul 
...................... 
52 
COLUM BUS 
_____ 
44 
T oled o 
........................... 
38 
NATIONAL LEAGUE 
Club 
W on 
L ost 
C IN C IN N A TI ............ 
65 
St. L o u i s ...................... 56 
C h ica g o 
........................ 55 
N ew York ................... Bl 
P itts b u r g h . . . . . . . . 49 
B r o o k ly n 
................... 
50 
B o sto n 
............... 
43 
P h ila d elp h ia .............. 28 
AMERICAN LH AGU K 
Club 
W on 
L o st 
N ew 
Y ork 
................. 
70 
B oston 
, ...................... 
64 
C h ic a g o ......................... 
56 
C L E V E L A N D ............ 53 
D e tro it 
....................... 
54 
W a s h in g to n ............... 47 
P h ila d elp h ia . . . . . . 36 
St. L ou is ....................... 29 


Lost 
38 
38 
5458 
6263 
72 
SO 


36 
42 
49 
48 
4750 
57 
68 


3237 
48 
47 
49 
58 
67 
71 


Pet. 
.C72 
.670 
.538 
.500 
.470 
.447 
.379 
.322 


Pct. 
.644 
.571 
.529 
.515 
.510 
.500 
.430 
.292 


Pct. 
.686 
.634 
,538 
.530 
.524 
.448 
.350 
.290 


C/MCDWAfi'S 616; 
k CA1CH&R - 
AA0ST MATUZ 
emzR i aj r n 
Al Afloat 
leAGilt LAST 
y&AR AMP 
FRETty cics^ 
•th that 
MOiflR TMiS 
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YESTERDAY’S RESULTS 


AMERICAN ASSOCIATION 
COLUMBUS 
2; 
LO UISVILLE 
0. 
In d ia n a p o lis 9; T oled o 0. 
K a n s a s 
C ity 
at 
M in n eap olis 
(w e t 
gro u n d s). 
M ilw a u k e e at St. 
P aul 
(ra in ). 
NATIONAL 
LEAGUE 
CHICAGO 6; CINCINNA TI 4. 
Bnopklyn 3; P h ila d elp h ia 0. 
P h ila d elp h ia 8: B ro o k ly n 3. 
N e w Y ork 6; B oston 3. 
AMERICAN LF. A GT E 
W a s h in g to n 7; N e w York 5. 
D etroit 
4; 
C h icago 
3, 
B o sto n 7; P h ila d elp h ia 5. 
(O nly g a m e s sch ed u led .) 


GAMES 
TODAY 


AMERICAN ASSOCIATION 
COLUM BUS AT LOUISVILLE. 
(n ig h t 
g a m e ). 
K a n s a s City at M inneapolis. 
( n ig h t g a m e ). 
M ilw a u k ie 
at 
St. 
Paul 
(n ig h t 
g a m e ). 
T oled o 
at 
In d ian ap olis 
( n ig h t 
g a m e ). 
NATIONAL LEAGUE 
P itts b u r g h a t C hicago. 
P h lla d elp h ls at. New York. 
(O nly g a m e s sch ed u led ). 
AMERICAN 
L E A G U E 
N e w Y ork 
a t 
P h ilad elp h ia. 
St. L o u is a t D etroit. 
(Q nly g a m e s sch ed u led ). 
— 
o--------------- 
LANIER P IT C H E S 
BIRDS 
TO 
W I N 
AT L O U I S V I L L E 


LOUISVILLE, Ky., Aug. l l — 
With one victory to their credit, 
the Columbus Red Birds were to 
play the 
Colonels in the second 
game of the current series. 
Yesterday’s contest was a dead­ 
lock for eight innings. 
With one 
out in the ninth, the Birds 'nally 
got to Pitcher Jim Weaver and 
scored tallies to take the game 
2 to 0. 
Max Lanier, Columbus 
pitcher, allowed only two hits, both 
in the fourth inning. 
At Indianapolis the Indians shut 
out the Toledo Mud Hens 9 to 0 
in the opening game of a series. 
Indianapolis’ 
right-hand 
hurler, 
John Wilson, allowed the Hens only 
three hits. 
Wet grounds forced postpone­ 
ment of the game between Kansas 
City and Minneapolis, and the one 
between Milwaukee and St. Paul 
was called 
off 
because of rain. 
Kansas City still Is in the lead in 
the American association race. 


ANDERSON 
LISTS 


OF 
TOURNAMENT 


LINEUP 


OUTFIT 


Ray Anderson, manager of the 
Waliace-Glitt softball team, today 
announced his squad which will 
play in the 
Chillicothe 
district 
tournament starting Monday eve­ 
ning. 
Lloyd Leasure and Bill Hegele 
will do the pitching. 
Other members 
of 
the squad 
will be Purcell, lb; Holland, 2b; 
Roby, ss; Roof, 3b; Wilson and 
Strawser, c; Woodruff, Eldridge, 
Roese, D. Nance and P. Nance, 
Kaiser, outfield; 
Melson, utility; 
Dumm and Millar, coaches. 
»"0--------------- 


TENNESSEE 
GOLF 
STAR 


TO 
PLAY LOCAL COURSE? 


on those big, winning one-inning 
splashes and they are spiritless 
with the result that they have won 
only four of their last l l starts. 
The Yanks don’t bounce back 
any more like they used to. 
In 
fact, the Yanks aren’t the Yanks 
right now. 
“We’re not panicky, but I just 
don’t want to discuss the thing,” 
Ed Barrow, successor to the late 
Col. Jacob Ruppert as head man, 
said today. 
He wouldn’t go into 
the matter of what the loss of 
Lou Gehrig has meant to the club 
either. 
The assumption in these 
parts is that the Yanks will snap 
out of it and go ahead to their 
fourth straight pennant as pre­ 
dicted. 
and they probably will. 
But they are going to convert a 
lot of baseball-minded citizens in­ 
to the equivalent of so many jit­ 
terbugs if they don’t dilly-dally 
and get down to business — but 
suddenly. 
As a matter of statistics, when 
the Yanks lost yesterday to Wash­ 
ington by 7 to 5, it was their 
102nd game of the season — 70 
wins and 32 defeats. In 1936 and 
1937, first two years of their cur­ 
rent pennant streak, they won a 
total of 102 games each season. 
Hence to do that well again they 
will have to win 32 of their re­ 
maining 52 games. 
To tie last 
year’s mark of 99 victories they 
will need 29 more wins. 
Red Sox Crowding 
However, they probably are less 
bothered about that now than 
about simply getting the pennant 
any way they can, with the Boston 
Red Sox weak as they are in pitch­ 
ing, crowding them all the time 
Monte Pearson lost yesterday’s 
game and failed to go the route, 
while the Red Sox were complet­ 
ing a three-game sweep of the 
Philadelphia series, 7 to 5—the 
same score by which the Yanks 
lost. 
Meantime, 
the 
Chicago 
White Sox’ hopes of overtaking 
the leaders received a setback in 
the only other game in the circuit, 
the Detroit Tigers beating the 
Chicagoans, 4 to 3. 
The idle St. Louis 
Cardinals 
picked up a half game to bring 
the Cincinnati Reds down to a 
I Vt game lead, the latter losing 
to the Chicago Cubs, 6 to 4, and 
Paul Derringer 
being 
charged 
with his seventh defeat against 15 
triumphs. 
The New York Giants won their 
ninth 
victory in their last 12 
starta, turning back Boston, 6 to 3, 
and moved into fourth place ahead 
of the idle Pittsburgh Pirates. The 
Philadelphia Phillies split with the 
Brooklyn Dodgers, the latter tak­ 
ing the opener 3 to 0 on Luke 
Hamlin’s three-hit pitching 
and 
the Phils winning the nightcap, 
8 to 3. 
--------------------o-------------------- 


L E A D IN G 
R A T T E R S 


N ation al 
Longue 
P la y e r and Club 
G AB R H Pct 
Mize, St. L ou is . . 
97 361 71 125.346 
A rnovlch, P h il*. . . 95 359 52 124.345 
M cC orm ick Cln’att 101 401 74 188.338 
Bonura, N. Y 
97 364 66 123 .S38 
M edwick, St. Louis 96 377 61 128.334 
A m erican 
L ea g u e 
P la y er and Club 
G AB R H Pct 
D IM aggio, N. Y, . . 70 283 59 102.383 
F oxx, 
B oston 
. . . 
94 353 100 130.368 
John son , Phila. . . 94 380 85 133.350 
McQutnn, 
St. 
L. 
101 409 76 141 .345 
G eh ringer, D etroit 74 258 50 
84 .326 
--------------------O--------------- 
HOME RUN HITTERS 
B r In tern a tio n a l N e w s Service 
Moore, 
Giants, 
Ott, 
Giants; 
Kampouris, 
Giants; 
Simmons, 
Bees; Walker, White Sox; Parks, 
Dodgers; Johnson, Athletics; Hay­ 
es, Athletics; Berger, Reds, Her­ 
man, Cubs. 
Leaders: Foxx, Red Sox 30; Ott, 
Giants 22; Greenberg, Tigers 20; 
Mize, 
Cardinals 
20; 
Selkirk 
Yankees 18. 


CINCINNATI ‘9’ 
RESTING AFTER 
CHICAGO SERIES 


T ribes New Infield Duo 


Redlegs 
In 
St. 
Louis 
For 


Important Series; Craft 


Leaves Hospital 


Cepy<'l|t’) I VIS King Fratu'cs Syndicate, Inc., 
ts dor mjfi6j& at -tme cup tmat 
WO*! Mi AA THE ISA6U& PATTfAky CffOWw 
la st ygAR, eof Mis Mrrs Age tiMBvf 


T A L E S in T I D B I T S 


BY WILLIAM RITT 


Nothing succeeds like success 
. . In the same season which 
finds the St. Louis Browns play­ 
ing home games 
to 
virtually 
empty stands the Cincinnati Reds 
hope to play to 1,000,000 custom­ 
ers . . . Already 600,000 rabid fans 
have bought their way past the 
Crosley field turnstiles. 
Incidentally, the Reds have the 
successor to Lou Gehrig as the 
“iron man” of the majors . . . 
He could be Frank McCormick, 
the brilliant young first baseman, 
who is the only, member of the 
Cincy club who has played—at 
this writing—every inning of ev­ 
ery game. 
Manager Oscar Vitt takes time 
off handling his troubled Cleveland 
Indians to announce that in the 
line from catcher, through the box, 
second base to center field, the 
Yankees are the strongest club he 
ever saw . . . Frankie Crosetti and 
Flash Gordon are as satisfactory 
a second base duo as anyone would 
want, he thinks. 
When tennis addicts see this 
younger 
Dick 
McKee 
on 
the 
courts they rub their eyes . . . 
In form and build McKee is al­ 
most a double for Bitsy Grant. 
. . . McKee hails from Miami, 
Fla. 
Last of Flag Winners 
Clarence 
(Pants) 
Rowland is 
the only living ex-manager of a 
Chicago team who has led that 
team to a world title . . . Pants 
bossed the world champion Chi- 
sox of 1917 . . . 
This year 
the 
Hambletonian, 
classic of 
the 
harness 
horse 
world, 
awarded 
the 
winning 
owner with a trophy . . . Though 
the race has been run annually 
since 1926 up to now, the win­ 
ning owner just received a nice 
bundle of cash. 


ST. LOUIS, Mo., Aug. l l —The 
Cincinnati Reds contemplated their 
defeat at the hands of the Chicago 
Cubs as they rested today in pre­ 
paration for a series opener with 
their closest rivals, the Cardinals, 
tomorrow. 
Chicago's farewell to the visit­ 
ing National league leaders was a 
6 to 4 defeat. However, the Reds 
donated three of the Cubs’ rims 
through errors. 
Two of the unearned runs came 
in the sixth inning when Lonnie 
Frey 
fumbled 
Bill Nicholosn’s 
grounder. 
Billy Myers contribut­ 
ed the other one when he muffed 
Aug ie Galan’s pop fly. 
Harry Craft, center fielder f o r '.- . 
, 
_ 
f . 
the Rhinelanders, returned to the I \ V E l C j r l I 
IIN 
W U K I \ 
team after being discharged from 


SCHMIDT C A L L S 
BUCK 
GRIDDER 
ON SEPTEMBER IO 


COLUMBUS, Aug. 
l l — Sixty 
two prospective candidates for thla 
season’s 
Ohio 
State 
university 
football team received invitations 
today from Coach 
Francis A, 
Schmidt to report Sunday, Sept. IO. 
This was taken as an indication 
that the coach is passing up no 
chances in the selection of the 1939 
varsity squad. During the past fix 
years, not more than 50 received 
invitations each year. 
Schmidt still is fishing in north­ 
ern Michigan, but it —as on hi# 
orders the letters were mailed. 
-------------- o .....-.. 


CONTRACTORS ON TOP IN 
THURSDAY 
PICKUP 
GAME 
a 


Lot! Boudreau 
Ray Mack 
j 
——*—— 
. 
T JERE is the new infield combination brought up b) the Cleveland 
Frisinger Contractors were vic- 
Indians from Buffalo of the International loop. Lou Boudreau, 
*ors Thursday evening over the 
one-time University of Illinois basketball captain, is the shortstop 
and Ray Mack, a local boy and former All-Ohio fullback at Case 
School of Applied Science, Is the second baseman. Both are power 
hitters, flashy fielders and have been making a hit with the fans. 


Kiwanis Club and some pickups 
in a game played on the league 
field at City Park. The score was 
9-7. 
Smallwood and Kimmel pitched 
for the Contractors, Russ Miller 
and Carroll Woodruff dividing hill 


a Chicago hospital where he was 
treated for an injury suffered in 
a collision with another player. 


CINCINNATI 


Ice hockey continues to expand 
westward . . . The Internation 
a1-American league next Winter 
will have a club in Indianapolis. 
. . . The sextet of the Hoosier 
capital team will be a nucleus of 
players in last year’s Pittsburgh 
Hornet lineup. 
We’ve had lots of watch charm 
Northwestern introduces the be­ 
hemoth quarterback . , . Nick 
Conteas. who has a fine chance of 
landing 
the Wildcat signal-call­ 
ing 
berth, 
weighs 
around 
215 
pounds. 
Italian Diamond Stars 
The sons of Italy continue to 
blossom in the 
baseball world. 
. . . Three of the four leading 
Pacific coast league batting lead­ 
ers are Dominic Di Maggio, Do­ 
minic Dallesandro and 
George 
De tore. 
Pittsburgh 
baseball 
fans 
ap­ 
parently go for those “special 
days” . . . They recently tossed 
a 
nice 
celebration 
for 
Chuck 
Klein . . . And now there is talk 
of a special day for the Waner 
brothers and 
another for Arky 
Vaughan. 
The Chicago White Sox cer­ 
tainly are in able financial hands. 
. . . Everyone agrees that it was 
a very smart move to sign Jimmy 
Dukes for two years years . , . 
James is extremely popular with 
fans and players and has done 
a good job with little material. 
—---------------o------------------ 


HURRAY! HERALD WINS 


AB 
R 
Werber, 
3 b 
.. 
0 
Frey. 2b 
......... 
0 
Goodman, rf .. 
0 
McCormick, lb 
........... 
4 
0 
Lombardi, c . . 
0 
Berber, cf 
Gamble, lf . . . 
1 
0 
Myers, ss 
. . . . 
2 
Derringer, p 
. 
I 


Totals 
......... 
___ 
31 
4 
CHICAGO 
AB R 
Hack, 
3b 
. . . . 
I 
Herman, 2b . . 
I 
Galan, lf 
........ 
I 
Lei ber, cf . . . . ............. 
4 
1 
Nicholson, rf . ............. 
4 
2 
G. Russell, l b 
............. a 
0 
Matt nick, ss . 
........... 3 
0 
Mancuso, e 
........... 3 
0 
Page, p 
. . . . . . 
0 


Totals ........ .. 
6 
Cincinnati 
. . . 
0 0 2 0 1 0 


2 
0 
I 
3 
I 
3 
I IO 
0 I 
1 
I 
0 
3 
2 
2 
1 I 


AMBERS 
FIGHTS! A M E. CENTER VICTORIOUS 
IN 
CHILLICOTHE CONTEST I duty for the pickup crew. 
Four 
j 
members of the Kiwanis 
f ir s t 
^ 
\ string, 
included 
Bob 
Terhune, 
The A.M.E. 
recreation center Wendell Boyer. Don Walker and 
defeated 
the 
Chillicothe center, Dan McClain, were missing from 
Thursday, in a game played at 
the lineup. 
Chillicothe s city park. The score nTfamtBWggsoniniiue^nwwiiminnini 
was 15-14 in a 9-inmng game. 


FOR TITLE BOUT 


9 24 l l 


I 0 
1 
I 
0 
4 
2 
2 
1 
2 
I ll 
I 
4 
0 
3 
0 0 


7 27 14 
10 1— 4 
Chicago 
.......... 
1 1 0 0 0 2 2 0 x — 6 
Two-base 
hits—McCormick. 
My­ 
ers, 
G. 
Russell, 
Le I ber. 
Mattlck. 
Home runs—Berger, - Herman. (Sacri­ 
fices— Derringer, Goodman, Herman, 
Mattlck.-------------- O--------------- 
AUSSIES R E A D Y 
TO CLINCH SPOT 
IN 
TENNIS 
PLAY 


CARMEL, N. Y.. Aug. l l —The 
weight problem today 
perplexes 
Lou Ambers just as much as it 
has been bothering Henry Arm­ 
strong. 
If the light and welter­ 
weight champion 
of 
the world 
has been worried, so too has Am­ 
bers 
been 
wondering why the 
weight doesn't drop off his frame 
as in days of yore. 
At the outset of his training 
yesterday, with Bill Brown, Fred 
Apostoli and Al Davis as visitors, 
Ambers weighed 139 pounds and 
that isn’t what any fighter could 
laughingly say is “within striking 
distance” 
of 
the 
required 
135 
pounds. 
It means that in order 
to come in at 135 or less at noon 
on the day of the fight, Ambers 
must take off 
at 
least 
seven 
pounds to be safe. 
No question, Armstrong is hav­ 
ing his worries. 
Why not Lou, 
since Hank weighed only 139 Va 
after his last workout? 
The chances are that both will 
make 135 eventually. 
There is a 
$1,500 
forfeit 
up. 
What 
I’m 
pointing out is the fact that Am­ 
bers is almost as heavy right now 


The 
game 
started as a one­ 
sided affair, but Chillicothe made 
a sixth inning rally which placed 
them in the lead. Pat Mogan hit 
a triple for the locals to win the 
game, 
three 
runners 
being 
perched on the paths 
when 
he 
connected. 
The fielding of Kenny 
Smith 
was a feature for the locals. 
In the Circleville 
lineup were 
T. 
Moon, 
c; 
P. 
Mogan, 
rs; 
Fletcher, ss; O. Mogan, 
cf; 
H. 
Johnson, 3b; E. Dade, lf; P. Jack­ 
son. lb; B. Gusman, 2b; A. Cum­ 
mins, rf; K, Smith, cf; 
J. 
Mo­ 
gan, p. 
The next special 
event spon­ 
sored by the W.P.A. 
recreation 


DERBY 
nociiiiiiiiiiitniitniKtiiianiiHnnonuiiORiitiatHiMBOWi 
The Derby W. C. T. U. met Tues­ 
day with Mrs. VV. W. Bauhan as­ 
sisted by Mrs. Ethel Skinner. The 
meeting was called to order shortly 
after two o'clock by the President, 
Mrs. 
Frances 
Winfough. 
Mrs. 
P. A. Harlan, the leader, then took 
charge. Short prayers were offered 
by three members, 
the following 
papers were read and discussed, 
“Are You Listening” by Mrs. Alva 
Hill, “Your Child at the Dial” by 
Mrs. Bertha Graham, "The Rule 
of Three” by 
Esther Winfough, 
“Selling the program” 
by Ethel 
Skinner, 
“Broadening our Hori- 
center will be a turtle race held zons” by Lizzie Edwards. 
at the city park Aug. 25 at 2 
p, rn. 
AU entries are welcomed. 
- 
--0-- 
— 
. 


LAST NIGHT’S FIGHTS 
fl y I n t e r n a t i o n a l M«w« S e r v i c e 
AT NKW YORK—Al Reid, 127, 
New* 
York, 
scored 
technical 
knockout over Nicky Jerome, 128, 
as Henry is. give or take two or J New York (7). 


A report of the main talk at 
Lancaster W. C. T. U. meeting wa* 
given by Esther Winfough. Elec­ 
tion of officers then took place. 
The following officers were elect­ 
ed: Pres. Frances Winfough, V. 
Pres. Lizzie Edwards, 
Rec. Sec. 
Mary 
Wardell, 
Cor. 
Sec, 
Ada 
Lantz, Treas. Mrs. James Creamer, 
three 
pounds. 
There 
still 
is 
plenty of time for both of them. 
Wouldn’t it be a joke on Ambers 
if he had a harder 
time 
than 
Henry when it comes to making 


SEABRIGHT, N. J., Aug. l l — 
Australia was expected to clinch 
its place in the Davis Cup inter­ 
zone final today by adding a 
doubles victory to the two singles 
thc lightweight limit? 
victories scored against Cuba yes- j 
0 _____ 
terday in the North 
American 
zone finals. 
j 
In the province of Limburg, in I 
Jack Bromwich, Australia’s No. 
the Netherlands, there is a sm all; 
I 
player, 
turned 
back 
Jose 
town called America; about three j 
Aguero, 8-6, 6-0, 6-2, and Adrian 
hours from 
Berlin, 
Germany, is 
Quist, the Australian No. 2, de- | New America, 
feated Ricardo Morales, 6-0, 6-2, 
6-0, for a sweep of yesterday’s 
opening fatches. 
Bromwich and 
Quist were to team up against 
Morales 
and 
Lorenzo 
Nodarse 
today. 
Two more singles matches will 
be played tomorrow, regardless of 
outcome of today’s doubles en- 


AT PHILADELPHIA — Benny : Pianist, Ethel Skinner 
Bass. 133. Philadelphia, knocked 
out Young Chappie, 142, Albany, 
I E X (2). 


The 
Daily 
Herald’s 
softball 
team has finally found someone i t ! counter, 
can defeat—The Herald’s carriers. 
The Australians- assuming they j 
The score was 20-14 
and 
both will complete the route of Cuba— j 
sides had 
plenty of fun. 
Don next will meet Yugoslavia for the 
Valentine chucked for the losers right to challenge for the cup 
while Jim Ames tossed for the against the United States in Sep- j j 
winners. 
I tember. 
I 


FOR SATURDAY 


U ndershirts 
SHORTS & 
BRIEFS 


• 22 
W. KINSEY 
125 N. COURT ST. 


SATURDAY ONLY 
Willoughby Taylor 
SPECIAL 
PIPE 


Retail Value $1.00 


And Two Pocket Tins of 
Kentucky 
C lu b ............... 
53c 
(Limit One “Special” to Each 
Customer) 


fire$ton*( RAMPION 
IWBIUeMIMIMllWMWl'illllli'^T UTU Mil 
' 
GRIP THE ROAD with o 


Val/■ //ic 7 1 l Y i r <? s t o n e 


106 VV. M AIN SI'. 
CIRCLEVILLE, O. 
147 W . M ala St. 


Here s your (hance to MOVE UP TO 8-CYLINDER 


Bill Bowman, 
Pickaway club 
golf pro, said Friday that an exhi­ 
bition match may be conducted 
Sunday on the local course lf Tom­ 
my Wright, long hitting profes­ 
sional from Knoxville, Term., fails 
to qualify in the tournament being 
staged at Pittsburgh, Pa. 
Wright has informed Bowman 
that he will play here if he fails 
to qualify. 
T e Tennessee sharp­ 
shooter will be accompanied by an­ 
other professional to meet Bow­ 
man and Bob Friece at 2 p. rn. 


Examined 
Glasses Fitted 
Dally 9 to S, Saturday 9 to 9 doted all day Thursday 
Evenings by Appointment—Phone 449 
lily* VV. Main BL 
Oval- J. C. Penney Co. Store 
OPTOMETRIST 


— 
V 
A 


We give you a better deal • a 


better car • a better guarantee! 


We Ford dealers can give you a better deal on these 
great Ford V -8s than anyone else in town. We give 
you a better car, reconditioned and overhauled ac­ 
cording to high Ford standards — and we use 
only genuine Ford parts. That’s why we can 
give you a better guarantee. . . a written guaran­ 
tee that really gives you the protection it promises. 


NO " S IX " CAN MATCH THE ECONOMICAL 


FORD V-8 IN SMOOTH, POWERFUL PERFORMANCE 


PERFORMANCE AND ECONOMY! 


1994 
C 
-aes*' 
1919 
195$ 
l f ST 


and practically NAME 
OWN PRICE! 


Dr. D. S. Goldschmidt 


D E A L W I T H Y O U R 
FORD D E A L E R *] 


-G E T THE BEST D E A L IN T O W N I 


From tho *34 to tho ’38, thoro's an oconomical 


Ford V -8 to fit almost A N Y purse • • • you don't 


have to bo satisfied any longer with a "six/* 


No cm with fewer cylinders can give the smooth, 
powerful performance of a Ford V-8. And now, 
you can own one at almost any price you want— 
from the ’34 model to the '38. And every ones 


still a fine car, for Ford builds them to last! 


Plus record V -8 econom y 


In addition to great "V-8” performance, you get 
record gasoline economy. (In this year’s Gilmore- 
Yosemite economy run. Ford V-8 showed better 
gas m ileage than any other leading low-priced 
car.) And you’ll be surprised how thrifty these re­ 
conditioned Ford V-S’§ are when it conies to oil! 
Pickaway Motor Sales 


140-142 W . M AIN ST. 


------------ 
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Classified Ad Rates 
To ord er a classified ad Just te le ­ 
phone 7S2 
and 
ask 
for 
an 
ad- 
taker. 
She will 
q uote ra t e s and 
help you w rite your ad. 
You may 
mail 
yo u r 
ad 
to 
The 
Circlev iJle 
H e ra ld if you prefer. 
W O RD RATE 
P e r word each Insertion 
.............. 2c 
P e r w ord 3 consecutiv e insertions 4c 
Per word 6 inserti ons 
.............. 7c 
Mfnmum c ha r g e one time 
.......... 25c 
O bituar ies $1 m inim um 
Card of T ha n k s 50c per insertion. 
M eetirga and E v e n ts 50c per inse r­ 
tion. 
P u bli s he r res erv es r i g ht to edit or 
reject 
all 
classified 
a d v ertisin g 
copy. Ads ordered for mor e tha n one 
time a n d cancelled before expiration 
will only be charg e d for the num ber 
of tim es the ad a ppe a rs and a d j u s t ­ 
m e n t s made a t the 
ra t e 
earned. 
P u blishers 
reserv e 
the 
ri g ht 
to 
classify ads under the appropria te 
headings. 
Classified Ads receiv ed until 9 o’clock 
a. m. will be published sam e day. 
Pu blishe rs are responsible for only 
one incorrect insertion 
of an ad. 
Out of to w n adv ertising, household 
goods, etc, m u s t be cash w ith order. 


«^ ^ y M W w v ^ r y - i-i 
—— — ------------— 
-a . » » , . » ..-.,».... 
Automotiv e 


0mm 


AUTO PARTS 


We are wrecking for parts 
19 35 
Ply mouth coupe, 19 33 V-8 Ford 
coach, 19 33 Chev Tolet coach, 19 33 
Ton International, 19 32 Cadillac 
and 
many other models. 
Also 
mufflers for all cars. 


Open Sunday Mornings 
Circlev ille 
Iron & Metal Co. 


PHONE 3 


Do Your Part! 


Beautify your city! 
Subscribe 


to the Elks’ Park and Play­ 


ground fund. 


OLD BOY 


Business Serv ice 


FOR LIME, cement, sewer tile, 
flue liners, etc., see the Pick­ 
away Grain Co. 
Phone 9 1. 


PAINTING 
and paper 
hanging. 
J. El Butt, Kingston, Ohio. 


TOO LATE TO CLASSIFY 
by Baer 


ROOFING and spouting, furnace 
repairing. 
William Kochenspar- 
ger, phone 1126. 


Financial 


4% FARM LOANS. 
Small com­ 
mission, no appraisal fee. From 
$2500 up on good farms only. 
Write me. 
E. B. Smith, 12 
North 
3rd 
Street, 
Columbus, 
Ohio. 


Articles For Sale 


AUGUST SALES 
50 lb. Mattresses .......... $4.9 8 
Day Bed Pads .....................$6.50 
Cot Pads ................................... $1.75 
R & R AUCTION & SALES 
162 W. Main St., Phone 1266 


Articles for Sale 


CUT GLADIOLAS. 
Walnut St. 
Greenhouses. 


Places To Go 


THERE’S 
alway s 
a 
congenial 
crowd at The Sportsman Pool 
Room. 
Why don’t y ou J oin us? 


NICE Moores Arctic and Lombard 
plums. 50c peck. 
G. Burkhart, 
’ phone .1831, 


mâ m 


**, 
1 y- 


Featur**« , Ire 


WATKINS 
hy-grade 
dairy 
fly 
spray 89 c per gallon. 5 gallons, 
$4.00. Guaranteed. Carl Dutro, 
119 Park St., Circlev ille. 


FOR the best meats, groceries and 
fresh v egetables, buy at Wood­ 
ward’s Market. 
Phone 78 for 
deliv ery. 


SHELL 
HOUSEHOLD 
SPRAY, 
$1.25 per gallon. 
Shell 
Liv e­ 
stock 
Spray, 
$1.00 per gallon. 
Bring 
your 
own 
containers. 
Goodchild’s Shell Station. 


PROTECT 
your 
liv estock 
this 
Summer with Sohio Liv estock 
Spray. 
Quart bottles, 40c; gal­ 
lon can $1.50. Norris Sohio Sta­ 
tion, Court and Franklin Sts. 


TIRE AND BATTERY 
SERVICE 
We Hav e a Complete line of 
PURE OIL BATTERIES 
Re-charging and Re-building 
TIRES 
G & J & YALE 
G & J —A GUARANTEED 
TOUGH TIRE 
YALE-MADE BY 
GENERAL 


EAST MAIN PURE OIL 
WARD TIRE AND 
BATTERY SERVICE 
Phone 9 9 5 
239 E Main St. 
Circlev ille, Ohio 


WE WILL LOAN you money to 
buy, build or repair your house 
of for personal needs. Interest 
6%. Scioto Building & Loan Co. 


“ We’re going to buy one of those wonderful Herald 
classified ad used cars so I’m practising driv ing in traffic.” 


RUSS—SELLS SERVICE 
Generator, 
carburetor, Ignition. 
Ex perience plus equipment is 
y our 
guarantee. 
Russell 
L. 
Miller, 139 E, Franklin St. 


TRIED AND TRUE 
USED CARS 


4%% FARM LOANS—26 YEARS 
No commissions. City and Farm 
real estate for sale. 
ADKINS & GOELLER 
Masonic Temple 
Phone 114 


MONEY TO LOAN on real estate. 
Inquire of C. A. Weldon, 112V6 
N. Court St. 


Introducili 


THE 
NEW. 
POPULAR. 


37 Pontiac 6— 2 door 
36 Pontiac coupe 
35 Dodge 2 door 
35 Ford Deluxe, 4 door 
trunk 
Hel wagen 
Motor Sales 


PROMPT, 
efficient, 
courteous 
serv ice. 
Modern 
rest 
rooms. 
Fleetwing gasoline. Ev erything 
is best at Nelson’s Serv ice Sta­ 
tion. 


FOUR PERCENT—4 %—MONEY 
TO LOAN on improv ed Pick­ 
away County Farms, with pre­ 
payment priv ileges. 
No com­ 
missions. 
CHARLES H. MAY, 
Pythian Castle. 


Liv e Stock 


Registered Poland 


China Hogs 


16 boars. 20 gilts. C. A. Dumm, 
Circlev ille, Ohio. 
Route No. 1. 
Phone 19 71. 


Real Estate For Sale 


BUY A HOME 


5 
room 
cottage 
with 
bath, I 
garage, barn on large lot—518 
E. Mound St., $2800. 
A good 
buy. 


MACK PARRETT, Jr., REALTQR j 
Ph. 7 or 303—110 \2 N. Court St. 


COFFEE—Ferguson’s own brand, 
2 lbs. 33c. 
Ferguson’s Market, 
408 S. Pickaway, phone 315. 


PEACHES 


Choice, Yellow Freestone 
$1.75 PER BUSHEL 
Fred H. Fee, Stoutsv ille 
1 mile north Route 22 on county 
line road. 


1 - EIGHT INCH 
feed 
grinder, 
almost new. Call phone 1259 . 


AUGUST 
FOOD 
SPECIALS! 


FRIDAY AND SATURDAY 


Looking For A 


Good Time? 


THE MUSIC OF 
HARRY 
MARTIN 


and his 


SIX-PIECE 


SWING ORCHESTRA 
Will Help to 
Satisfy Your Soul 
Please Your Ears 
and 
Tickle Your Toes 


DON’T MISS THEM! 


All the best beer 10c. Light 


Wines and Mix ed Drinks. 
VALLEY 
VIEW 


5 Miles North on Rt. 23 


W 


SOME exceptionally nice farms for 
sale 
near 
Circlev ille. 
Farm 
loans at é%%. 
W. D. HEISKELL 
Williamsport, Ohio 
Authorized Agent for 
Prudential 
Insurance Co. of 
America 


Don’t Gamble 
with dangerous 
CARBON MONOXIDE 


Carbon Monoxide . , , odorless, 
colorless, 
taste less . . . a by­ 
pro d u c t of ev ery 
ga so lin e e n ­ 
gine, is an e v e r- lu rk i n g menac e 
to m o t o ri n g 
safety. 
AP m u f ­ 
flers off er a gas t i g ht e xha u s t 
s ys te m 
t ha t 
a ssure s 
u tm ost 
sa f e ty a t all times. 
We Handle Complete Line 
of Mufflers and Pipes 


PURE 
BRED Hampshire 
Boars 
and Gilts. A. H. Hays, Ph. 258. 


f ROMANY CHICKS 
k 
Started chicks at 
attractiv e prices. 
CROMAN’S POULTRY 
FARM 
Phone 1834 
Circlev ille, O. 


FOR SALE 
A Modern Country Home . . , 


5 Room frame Cottage, possession 
giv en at once, priced to sell. 


Sev eral good building lots. 


A small fruit and poultry farm 
on State Route. 


A 
building 
site 
containing 
26 
acres. 


Two frame dwellings on a large 
lot, $1200.00. 
3 apartment house close to Court 
Street 
And sev eral other good buys. 
For further information, 
call or see, 


W. C. MORRIS, Realtor, 
Rooms 3 and 4, Masonic Temple 
Phone 234. 


& 


Dorothy Gordon 
Lump 
Dundon White Ash 
Lump & Egg 
Buy before the Guffey Coal 
Act Boosts Prices. 
Phone 4 6 1 for 
S. C. GRANT 
Coal and Builder’s Supplies 
CEMENT BLOCKS and 
POSTS 


Public Sale 


lemons, lge. size 6 for 1 7 c 
Peaches, fresh . .5 lbs. 25 c 
C e le r y ..........................bch. 5 c 
Watermelons, lge .............. 39c 
Lard ......................lb. 7 c EXECUTOR’S SALE 
Milk, tall cans .. 10 for 5 5 c 
Dill Pickles V2 
jar 25 c 
Prunes, lge 
2 lbs. 15 c 
ar L id s ...................doz. 21c 
ar Rubbers . . . .6 doz. 25 c 


H 
H 
4 H CLUB NEWS 
Activ ities of Groups 
in 
Pickaway County 
H 
H 


—---------------------- $ 
Kitchen Queens 
The Kitchen Queens of Wash­ 
ington township met Wednesday 
at the home of Mrs. Boyd Stout. 
There were eight members and six 
v isitors present. 
Members made 
jelly rolls and iced 
tea. 
During 
the business meeting plans were 
made for 
the club members to 
serv e the lunch at the next grange # 
meeting. 
Fern Richards, news reporter 


Nature Club 
The Jackson township 4-H na­ 
ture club met at the Fischer home 
recently for its sev enth meeting. 
Members went on a field trip and 
saw and collected many interest­ 
ing insects. 
During the business 
session. 
Jane and Naomi Hulse 
demonstrated how to make a bird 
house. 
Jean Goodman gav e a re­ 
port on spiders. A report on bird 
study 
was 
assigned 
to 
Louise 
Fischer for the next meeting. Fol­ 
lowing a short recreation period, 
refreshments were serv ed. 
The next meeting will be held 
Thursday, Aug. 17 at 6:30 p. m. 
at the home of Jean Goodman. 
Mary Fischer, news reporter 


OF REAL ESTATE 


We Make Keys 


Ralph Haines 


209 West Main St. 
Woodward 
Market 


Phone 7 8 — We Deliv er 


Automotiv e Parts & 
Supply Co. 
<§> 
------ 4 


FOR SALE- Model T Ford truck. 
Runs good. 
Also International 
gas engine with built-in Myers 
force 
pump. 
Excellent 
for 
spray outfit. 
D. W. Codding. 
Darby v ille, 
Ohio. 
(Mailing 
address, Williamsport.) 


FOR SALE—29 Shoats, 50 pound 
av erage. 
L. 
A. 
Spangler, 
2 
miles east on Tarlton Road. 


FOR SALE—Fresh cow and calf, 
E. H. Blum, 376 W att St. 


“SOMETHING old . . . something 
new” . . . RYTEX-HY LITED 
WEDDINGS are old in tradition 
. . . new in style . . . and always 
in perfect taste! For the bride- 
to-be we suggest these truly 
lov ely RYTEX-HYUTED WED­ 
DINGS that are so modestly 
priced . . . 25 Wedding Inv ita­ 
tions 
or 
Announcements 
for 
only $3. The Herald. 


BUSINESS DIRECTORY 
A Detailed Reference to Business Facilities of Circlev ille 


<$- 


AUCTIONEER 


WALTER BUMGARNER 
R. F. D. No. 2 
Phone 19 81 


AUTOMOBILE DEALERS 


HARDEN-STEVENSON CO. 
Chev rolet 
Phone 522 


AUTO EQUIPMENT SERVICE 
AND SUPPLIES 


— 
# 
LUMBER DEALERS RETAIL 


CIRCLEVILLE LUMBER CO. ~ 
150 Edison-av e 
Phone 269 


ROOFING—SPOUTING 


FLOYD DEAN 
317 E. High-st 
Phone 69 8 
Carey Products 
“A Roof for ev ery Building.” 


ELECTRIC 
AUTOMATIC 
ROASTER 


GAY, intimate little note sheets 
. . . Colorful as butterflys! 
RYTEX 
DOUBLE 
CHECK 
SKETCHIES in DOUBLE THE 
USUAL QUANTITY for only $1 
. . . 100 Sketchies and 100 Env e­ 
lopes printed with your Name 
and 
Address 
or 
Monogram. 
Sm art pastel shades of Blue, 
Grey, Iv ory or Aqua check. On 
sale for August Only in DOUBLE 
THE USUAL QUANTITY! The 
Herald. 


Real Estate For Rent 


5 ROOM HOUSE on Half Av e. 
Inquire John McCain, Amanda, 
Ohio. 


for next 
Decoration 
Day 


If y ou want peonies in bloom 
in y our cemetery lot for 
Decoration Day , August is 
the time to plant them. Get 
y our order in early . 


BREHMER 
GREEN­ 
HOUSES 


BARGAINS 


IN 
QUALITY 
FOODS 


FURNISHED APARTMENT for 
light housekeeping. 226 Walnut 
St. 


2 SLEEPING ROOMS separate or! 
together. 
Phone 408. 


Wanted To Rent 


NELSON TIRE SERVICE 
General Tirea 
Phone 475 


DAIRY PRODUCTS DEALERS 


PICKAWAY DAIRY ASSN. 
Pickaway Butter. 
Phone 28 


ELECTRICAL EQUIPMENT 
DEALERS 


COLUMBUS AND SO. olilO 
ELECTRIC CO. 
U4 E. Main-at 
Phone 236 


REAL ESTATE DEALERS 


MACK PARRETT JR. 
Chamber of Commerce Rm. 
Phone 7 or 203 


CIRCLE REALTY CO. 
ROOMS 3 & 4 Masonic Bldg. 


TRUCKING COMPANIES 


CIRCLEVILLE TRANSFER CO. I 
114 W. W ater-st 
Phone 1227 I 


Complete 


for Easy and Delicious 
All-Season Cooking. 
COME IN 
TODAY! 


TYPEWRITERS, 
REPAIRING 


FITZPATRICK’S PRINTER Y 
127 E, Main-st 
Phone 263 


USED CARS 


JOE MOATS 
137 W, Main-st 
Phone 301 


ELECTRICAL WELDING S H O P 


YOUNG'S WELdTngThOP 
205 S. Pickaway-st Phone 762 


‘T K 36 B ST " 
I 
___ 
— 
—------------------------------------- ; DR. C. W. CROMLEY 
BREHMER GREENHOUSE 
Large and Small Animal« . 
800 N. Court-st 
Phone 44 1 
Phono Ashv ille 4. 


VETERINARIAN 
Hunter 
Hardware 


INC. 


WANTED— Room for gentleman, 
Refined and reliable. 
1st floor 
preferred. 
Box 173 % Herald. 


Employ ment 


WANTED— Married 
farm 
hand 
with small family. 
Work by 
month. Modern furnished house. 
] 
Operate small farm. 
Begin at 
once. Write Chester B. Alspach, 
Canal Winchester, Ohio. 


; SALESMAN WANTED: To han­ 
dle an old established line of 
110 farm and household pro­ 
ducts. 
Must hav e car. 
Big 
Expansion Program offers op­ 
portunity for adv ancement. Our 
j 
sales methods bring quick re­ 
sults. 
Write quickly. 
Get all 
the facts. 
Box No. 834, Bloom­ 
ington, 111. 


GOOD AGENT for strong old line 
Automobile Casualty Company, 
Liberal agency contract. 
Giv e 
complete qualifications in first 
letter. Write Box 174 % Herald. 


ALE! 


ARROW SHIRTS 


• CHECKS 
• PIN STRIPES 
• SOLID COLORS 
• WHITES 


In the 
Popular 
Tropical Weight 


3 f°r $ 4 , 0 0 


Caddy Miller 
Hat Shop 


* 


Fig Bars and Ginger 
Snaps 
..................2 lb. 19c 
Club Tissues, 1000 
sheets ............... 6 rolls 23c 
Corn Flakes, 
Millers ...........2 box es 17 c 
Coffee, Fav . Brand 2 lb. 33c 
Potatoes, U. S. No. 1 
15 lb. pk.........................29c 


FRUIT . . . 
Melons, fine sweet 2 for 17 c 
Tomatoes 
. . . . . . . . . . lb. 3c 
Peaches 
................lb. 4 c 
Green B e an s 
2 lb. 7 c 
Onions 
........................... lb. 4 c 


M E A T S . . . 
Pork Chops, 
center c u t .................18 V2 c 
Large Bologna 2 lb. for 23c 
Smoked C alie s 
lb. 17 c 
J owl Bacon ...........2 lb. 17 c 


The undersigned will of­ 
fer for sale at public auc­ 
tion, on the premises, located 
on 
the 
Williamsport 
and 
Clarksburg .Pike 
in 
Deer- 
creek 
Township, 
1 
mile 
northeast of Clarksburg, and 
6 miles southwest of Wil­ 
liamsport on 
Monday, August 28 


At 2:00 O’clock p. m. 
Thirty Acres Of Land 
(More or Less) 


Also a two-story frame 
d w e l l i n g , containing 8 
rooms, furnace, bath, elec­ 
tricity , good barn, tool shed, 
garage, 2 poultry houses and 
other buildings. 
The abov e real estate is 
appraised at $5 6 00.00, and 
must be sold for not less 
than two-thirds of said ap­ 
praised v alue. 


TERMS OF SALE— CASH. 


ALBERT HINTON 


Executor of the Estate of 
Emma Hinton, dec’d. 


W. O. Bumgarner, Auct. 
Richard Simkins, Atty. 


Walnut Liv estock 
Four members of the Walnut 
4-H liv estock club reported on 
their trip to the 4-H club camp 
at the # meeting held recently at 
the home of Gene Marshall. They 
were Joe Hedges, John Noecker, 
Donald Fisher and Bob Cromley. 
Projects 
were 
discussed. 
All 
members and the club, Ben Noth- 
stine, the leader, and two v isitors 
were present for the meeting. The ^ 
club will hav e a picnic Monday 
night. 
Refreshments were serv ed 
after the meeting by Mrs. Mar­ 
shall. 
The next meeting will be 
at the home of Joe Hedges. 
John Noecker, news reporter 


Westfall Club 
The Westfall 4-H liv estock club 
met Tuesday. 
There 
were 
fiv e 
v isitors present. After the meet­ 
ing 
members 
enjoyed a wiener 
roast. 
The next meeting will be A 
held Aug. 22. 
Floyd Thompson, reporter. 


VI RGI NI A 
C. 
WAI DELI CH 


I S DEAD 
I N 
STOUTSVI LLE 


Legal Notice 


\O T I C K OF FIR S T M E E T IN G OF 
( I t F D | TOR* 
IN THF. U N IT E D 
ST A T E « 
DISTRICT 
COURT, 
FOR 
T H E 
SO UTH ER N 
D I S ­ 
T RI CT 
OF 
OHIO, 
E A S T E R N 
D IVISIONS. 


Ferguson’s 
Market 


PHONE 315 


408 S. PICKAWAY 


AS WELCOME 
as 
a 
Summer 
shower! 
The August Sale of 
RYTEX 
DOUBLE 
CHECK j 
Printed Stationary in DOUBLE j 
THE USUAL QUANTITY 
200 Single, or 100 Double Sheets, 
or 100 Note Sheets and 100 
Env elopes for only $1. . . 
printed with your Name and 
Address or Monogram. 
Smart 
pastel 
shades of 
Blue, Grey, 
Iv ory or Aqua in a crisp check 
pattern. 
Special 
for 
August 
Only at The Herald. 


In the m a t t e r of Clarence S pa n g ­ 
ler, B a n k ru pt. 
* 
Address* Tarlton. Ohio. 
O ccupation Glass worker, 
In B a n k ru ptc y No. 12,485 
TO T H E CREDIT ORS O F Clar- 
cmce Spangler, of Tarlton, in 
the 
C ounty of 
P ic k a w a y a n d D istric t 
afor esaid, a B ankrupt: 
NOTICE 
IS 
H E R E B Y 
GIVEN, 
t ha t on the 2Sth day of July, 19 39 , 
the said Clarenc e S pangle r w a s duly 
a d ju d g e d a B a n k ru pt: and t ha t the 
fi rst m e e t i n g of his c re d ito rs will 
be held by anti before the u n d e r ­ 
signed. G. H. Butt, Referee in B a n k ­ 
ruptcy, a t Court House in the City 
of Circlev ille, Ohio, on the 22nd day 
of A ugust, 19 39 , a t tw o o’clock in 
the afternoon, a t which ti m e the 
said 
c re d ito r s 
may 
attend, 
prov e 
their claims, appoint a tr u s te e .e xa ­ 
mine 
the 
Bankrupt, and 
t r a n s a c t 
such o the r business as m a y properly 
come befo re said meeting. 
G. H. BUTT, 
Referee in B an k ru ptc y. 
P a te A u g u s t 10th, 19 39 , 
Total secured claims as 
sche duled .............................. $782.00 
Total unse cured claims 
- a s scheduled .......... 
$184.00 
Total 
a ss e ts 
as scheduled 
$400.00 
N OTE: 
Under 
the 
B a n k r u pt c y 
Act, 
s w o r n 
proof 
of 
cla im s 
of 
cr edito rs m u s t he filed w ithin six 
m o n t hs of adjudication, in o r d e r to 
pa rtic ipa te in div idends. 
A pro pe r 
form 
for 
this 
purpose 
m a y 
he 
obtained from stati oners d e a li n g In 
legal bla nks. 
(Aug. 1 1, 19 39 ) D. 


NOTICE OF A P P O IN T M E N T 


No, 12.9 2« 
E sta te 
of Charles H, Niles, 
de- ! 
eeasd. 
Notice i s hereby giv en t ha t Emiil e 1 
B. 
Niles 
of Circlev ille. 
Ohio 
ha s! 
been duly appointed 
E xe c u tr ix of , 
the E s t a t e of Charles H, Niles, de- j 
ceased, 
la t e 
of P ic k a w a y County, 
Ohio. 
Dated 
this 
9 th 
day 
of 
A u g u st,! 
19 39 . 
L E M U E L B. W ELD O N. 
j 
T ro ba te J udge of said C ounty I 
i A tig. ! 1, IS, 25) P. 


Mrs. Virginia Camp Waidelich, 
76, died Thursday at 10:30 p. m., 
at her home in Stoutsv ille. 
Com­ 
plications 
caused 
death. 
Mr« . 
Waidelich had been ill a week. She 
was the widow of W’illiam Waide­ 
lich. 
Surv iv ing are six children, Mrs. 
Harl Lcist, Stoutsv ille; Mrs. Ster- 
ley Foreman, Lockbourne; 
Mrs. 
Nellie Founds, Columbus; Wayne, 
Walnut township; Harry, Wash­ 
ington township and Harley, of 
Circlev ille; one sister, Mrs. Nellie 
Reedy, 
of 
Columbus; 
fourteen 
grandchildren and II great grand­ 
children. 
* 
Funeral serv ice will be held in 
the home at 2;30 p m. Sunday 
with the Rev . O. H. Swisher offici­ 
ating. 
Burial will be in Maple 
Hill cemetery by Crites & Van 
Clev e. Grandchildren will be pall­ 
bearers. 


Legal Notice 


NOTICE 


u t 
PUBLIC SALE 


In pu r s u a n c e of the o rd e r of the 
Probat e C o u rt of P ic ka w a y C oun ­ 
ty, Ohio, 1 will offer for sale a t 
public a ucti on on the 14th da y of 
August, 19 39 a t 2:00 o’clock p. m. a t 
the door of the Court House the 
following described real e s t a te lo­ 
cated 
a t 
Nos. 
364 
an d 
366 
E a st 
Mound Street, and being more fully 
described a s being situ a te d in the 
City of Circlev ille, County of P i c k ­ 
away, a n d S tate of Ohio; ‘B ein g Lot 
N um ber F o u r H undred a n d Ninety 
Two (402) a ccording to the rev ised 
n u m be r in g of lots of the city of Cir­ 
clev ille, Ohio, and being the sa m e 
prem ises conv eyed to J ohn Streich 
by 
C asper 
Streich, 
E xe c u to r 
of 
L udwig F. Streich by ded da td July 
19 th, 19 05 and rebejed in Volume 
80 page 520 Deed Records and being 
the sa m e pre m is es dev ised to Lewis 
Streich a n d C harles by Jo hn Streich, 
deceased. 
Said 
pre m ise s a re 
appraised 
at 
Two 
T ho u sa n d 
$(2,000.00) 
Dollars 
and m ust be sold for not less than 
tw o -third s of said appraised v alue. 
Term s of Sale: 
Cash. 
E. A, SMITH. 
A d m in isra to r of the E s ­ 
t a t e of 
Lewis 
Streich, 
Deceased. 
(July 14,21,28, Aug. 4. 11) D. 


We Pay CASH For 
Horses S5 -Cows $3 
OF SIZE AND CONDITION 
HOGS, SHEEP, CALVES and 
COLTS REMOVED 
Quick 
p A Ï I 
Clean 
Serv ice 
v*/tJL. L 
Trucks 
Phone 104 
Rev erse Charge— 
Pickaway Fertilizer 
Circlev ille. 
O. A. Janes A Sm 


Flying Needles 
The Darby Flying Needles met 
recently at the home of Barbara 
and 
Patsy 
Dick. 
There 
were 
sev eral 
demonstrations 
and 
a 
scrap book report. The junior di­ 
v ision had some 
of 
their work 
judged. 
The next meeting will be 
held at the home of Mary Esther *' 
Harlan on Aug. 17. 
Mary Hicks, news reporter 


* 


Friday, August l l , 1939^ 


Classified Ad Rates 


T o order a classified ad just tele ­ 
phone 782 
and 
ask 
for 
an 
ad- 
taker. 
She 
w ill quote rates and 
h elp you w rite your ad. 
You may 
m all 
your 
ad 
to 
The 
Circleville 
Herald lf you prefer. 
\V'ORD RATE 
P er w ord each insertion . . . . . . . 2c 
P er w ord 3 consecutive insertions 4c 
Per w ord 6 insertions .................. 7c 
Min mum charge one time .......... 25c 
O bituaries $1 minimum 
Card o f Thanks 50c per insertion. 
M eetin g s and E vents 50c per Inser­ 
tion* 
, , ^ . 
... 
P u b lish er res er v es right to edit or 
reject 
all 
classified 
advertising 
copy, Ads ordered for more than one 
tim e and can celled before expiration 
w ill o n ly be charged for the number 
of tim es the ad appears and adjust­ 
m e n ts 
m ade at the 
rate 
earned. 
P u b lish er s 
reserve 
the 
right 
to 
c la s s ify ads under the appropriate 
h e a d in g s. 
. . . 
C la ssified Ads received until 9 o clock 
a. in. w ill be published same day. 
P u b lish ers a re responsible for only 
one 
in correct insertion of an ad. 
Out of to w n a d v ertisin g , household 
goods, etc, must be cash w ith order. 


Automotive 


Do Your Part! 


B eautify your city! 
Subscribe 


to the E lk s’ P ark and P lay ­ 


ground fund. 


OLD BOY 


<Sc 


Business Service 


AUTO PARTS 


We are w recking for p a rts 1935 
Plym outh coupe, 1933 V-8 Ford 
coach, 1933 C hevrolet coach, 1933 
% Ton International, 1932 Cadillac 
and 
m any other 
models. 
Also 
m ufflers for all cars. 


Open Sunday M ornings 
Circleville 


Iron & Metal Co. 


PH O N E 3 


RUSS— SELLS SERVICE 
Generator, carburetor, ignition. 
Experience 
plus 
equipm ent 
is 
your 
guarantee. 
Russell 
L. 
Miller, 139 E. F ranklin S t 


FOR LIM E, cem ent, sew er tile, 
flue liners, etc., see the P ick­ 
aw ay G rain Co. 
Phone 91, 


PA IN TIN G 
and paper 
hanging. 
J. El B utt, K ingston, Ohio. 


TOO LATE TO CLASSIFY 
Baer 
Articles For Sale 


ROOFING and spouting, furnace 
repairing. 
W illiam K ochenspar- 
ger, phone 1126. 


Financial 


TRIED AND TRUE 
USED CARS 


37 Pontiac 6— 2 door 
36 Pontiac coupe 
35 Dodge 2 door 
35 Ford Deluxe, 4 door 
trunk 
Helwagee 
I 
Motor Sales 


PROMPT, 
efficient, 
courteous 
service. 
M odem 
rest 
rooms. 
Fleetw ing gasoline. E verything 
is best a t N elson’s Service S ta ­ 
tion. 


4% FA RM LOANS. 
Small com­ 
mission, no appraisal fee. 
From 
$2500 up on good farm s only. 
W rite me. 
E. 
B. 
Sm ith, 12 
N orth 
3rd 
Street, 
Columbus, 
Ohio. 


W E W ILL LOAN you money to 
buy, build or repair your house 
of for personal needs. Interest 
6% . Scioto Building & Loan Co. 


4& % FARM LOANS—26 YEARS 
No com m issions. City and F arm 
real estate for sale. 
ADKINS & G OELLER 
Masonic Temple 
Phone 114 


MONEY TO LOAN on real estate. 
Inquire of C. A. Weldon, 112 Vi 
N. C ourt St. 


AUGUST SALES 
50 lb. M attresses ..................... $4.98 
Day Bed Pads ............... 
$6.50 
Cot Pads ....................................... $1.75 
R & R AUCTION & SALES 
162 W. Main St., Phone 1266 


W ATKINS 
hy-grade 
dairy 
fly 
spray 89c per gallon. 
5 gallons, 
$4.00. 
G uaranteed. 
C arl D utro, 
119 P a rk St., Circleville. 


FOR the best m eats, groceries and 
fresh vegetables, buy a t Wood­ 
w ard’s M arket. 
Phone 78 for 
delivery. 


j SHELL 
HOUSEHOLD 
SPRAY, 
$1.25 per gallon. 
Shell 
Live­ 
stock 
Spray, 
$1.00 per gallon. 
Bring 
your 
own 
containers. 
Goodchild’s Shell Station. 


Articles for Sale 


CUT GLADIOLAS. 
W alnut St. 
Greenhouses. 


“We’re going to buy one of those wonderful Herald 
classified ad used cars so I’m practising driving in traffic.” 


PROTECT 
your 
livestock 
this 
Sum m er w ith Sohio Livestock 
Spray. 
Q uart bottles, 40c; g al­ 
lon can $1.50. 
N orris Sohio S ta­ 
tion, C ourt and F ranklin Sts. 


C O FFE E — F erguson’s own brand, 
2 lbs. 33c. 
F erguson’s M arket, 
408 S. Pickaw ay, phone 315. 


lotroducm 
Real Estate For Sale 


FOUR 
PE R C E N T — 4 %— MONEY 
TO LOAN on im proved P ick­ 
aw ay County Farm s, w ith pre­ 
paym ent privileges. 
No com ­ 
missions. 
CHARLES H. MAY, 
P ythian Castle. 


Live Stock 


Registered Poland 
China Hogs 


16 boars, 20 gilts. 
C. A. Dumm, 
Circleville, Ohio. 
Route No. I. 
Phone 1971. 


Don’t Gamble 
with dangerous 
CARBON MONOXIDE 


Carbon Monoxide . . , odorless, 
co lo rless, 
tasteless . . . a by­ 
p rod u ct of every 
gasoline en ­ 
gin e. is an ever-lurking menace 
to m otoring 
safety. 
AP m uf­ 
flers offer a gas tigh t exhaust 
s y s t e m 
that 
assures 
utmost 
ta f e t y a t all times. 


We H andle Com plete Line 
of M ufflers and Pipes 


Automotive Parts & 
Supply Co. 


PU R E 
BRED H am pshire 
Boars 
and Gilts. A. H. Hays, Ph. 258. 


BROMAN (CHICK) 
I 


THE 
NEW. 


POPULAR, 
EASY 


WAY 


TO 


COOK 


BUY A HOM E 


5 
room 
cottage 
w ith 
bath, 
garage, barn on large lot—518 
E. Mound St., $2800. 
A good 
buy. 


MACK PA RRETT, Jr., REALTQR 
Ph. 7 or 303— HO Vs N. C ourt St. 


SOME exceptionally nice farm s for 
sale 
near 
Circleville. 
F arm 
loans a t 4V&%. 
VV. D. H E ISK E L L 
W illiam sport, Ohio 
A uthorized A gent for 
P rudential 
Insurance Co. 
of 
A m erica 


PEA C H ES 


Choice, Yellow Freestone 
$1.75 P E R BU SH EL 
F red H. Fee, Stoutsville 
I mile north Route 22 on county 
line road. 


I —EIGHT 
IN C H 
feed 
grinder, 
alm ost new. Call phone 1259. 


N IC E Moores A rctic and Lom bard 
plum s. 
50c peck. 
G. B urkhart, 
phone 1831. 


TIRE AND BATTERY 
SERVICE 
We Have a Complete line of 
PURE OIL BATTERIES 
Re-charging and Re-building 
TIRES 
G & J & YALE 
G & J — A GUARANTEED 
TOUGH TIRE 
YALE-MADE RY 
GENERAL 


EAST MAIN PURE OIL 
WARD TIRE AND 
BATTERY SERVICE 
Phone 995 
239 E Main St. 
Circleville, Ohio 


Places To Go 


T H E R E ’S 
alw ays 
a 
congenial 
crowd a t The Sportsm an Pool 
Room. 
W hy don’t you Join us? 


Looking For A 


Good Time? 


THE MUSIC OF 
HARRY 
MARTIN 


and his 


SIX -PIE C E 


SWING ORCHESTRA 
Will Help to 
Satisfy Your Soul 
Please Your Ears 
and 
I ickle \ our Toes 


DONT MISS THEM! 


All the best beer IOC. Light 


Wines and Mixed Drinks. 


FO R SA LE 
A M odern C ountry Hom a . « . 


5 Room fram e C ottage, possession j 
given a t once, priced to sell. 


Several good building lots. 


A sm all fru it and poultry farm j 
on S tate Route. 


A 
building 
site 
containing 
261 
acres. 


Dorothy Gordon 
Lump 
Dundon White Ash 
Lump & Egg 
Buy before the Guffey Coal 
A ct Boosts Prices. 
Phone 461 for 
S. C. GRANT 
Coal and Builder’s Supplies 
CEM ENT BLOCKS and 
POSTS 


We Make Keys 


AUGUST 
FOOD 
VALLEY 
SPECIALS! 
VIEW 


FRIDAY AND SATURDAY 


Lemons, lge. size 6 for 17c 
Peaches, fresh ..5 lbs. 25c 
C e le ry ......................... bch. 5c 
Watermelons, lge..............39c 
Lard ..............................lb. 7c 
Milk, tall cans ..IO for 55c 
Dill Pickles 
&aF Jar 25c 
Prunes, lge 
2 lbs. 15c 
Jar L i d s ...................doz. 21c 
Jar Rubbers . . . .6 doz. 25c 


5 Miles North on Rt. 23 


Ralph Haines 


209 W est M ain St. 


S tarted chicks at 
attractiv e prices. 
CROMAN’S 
POULTRY 
FA RM 
Phone 1834 
Circleville, O. 


FOR SA LE—29 Shoats, 50 pound 
average. 
L. 
A. 
Spangler, 
2 
miles east on T arlton Road. 


FOR SALE— Fresh cow and calf, 
E. H. Blum, 376 W att St. 


Two fram e dw ellings on a large j 
lot, $1200.00. 
| 
3 ap artm en t house close to C ourt j 
Street. 
And several other good buys. 
F or fu rth er inform ation, 
call or see, 


#------------------------------------------- 


FO R SA LE 
Model T Ford truck. 
R uns good. 
Also International j 
gas engine w ith built-in M yers; 
force 
pum p. 
Excellent 
for 
spray outfit. 
D. W. Codding. 
Darbyville, 
Ohio. 
(Mailing 
address, W illiam sport.) 


4 ------------------------------------------------------ 


“ SOM ETHING old . . . som ething 
new ” . . . RYTEX-HY LITED 
W EDDINGS are old in tradition 
. . . new in style . . . and alw ays 
in perfect taste! 
For the bride- 
to-be we suggest these truly 
lovely RYTEX-HYL1TED W ED­ 
DINGS th a t 
are 
so 
m odestly 
priced . . . 25 W edding In v ita­ 
tions 
or 
A nnouncem ents 
for 
only $3. 
The Herald. 


BUSINESS DIRECTORY 
A D etailed Reference to Business Facilities of Circleville 


W. C. M ORRIS, Realtor, 
Rooms 3 and 4, Masonic Tem ple 
Phone 234. 


GAY, intim ate little note sheets 
. 
. 
. 
Colorful 
as 
butterfly's! 
RYTEX 
DOUBLE 
CHECK 
SK ETC H IES in DOUBLE TH E 
USUAL QUANTITY for only $1 
. . . IOO S k e tc h e s and IOO E nve­ 
lopes printed w ith your N am e 
and 
A ddress 
or 
M onogram . 
S m art pastel 
shades 
of 
Blue, 
Grey, Ivory or A qua check. 
On 
sale for A ugust Only in DOUBLE 
TH E USU AL QUANTITY! The 
H erald. 


Peonies 
for next 
Decoration 
Day 


Woodward 
Market 


Phone 78—We Deliver 


BARGAINS 


— IN — 
QUALITY 
FOODS 


Public Sale 


K itchen Queens 
The Kitchen Queens of W ash­ 
ington tow nship m et W ednesday 
a t the home of M rs. Boyd Stout. 
There w ere eight m em bers and six 
visitors present. 
M em bers m ade 
jelly rolls and iced tea. 
D uring 
the business m eeting plans w ere 
m ade for the 
club 
m em bers to 
serve the lunch a t the next grange # 
m eeting. 
Fern Richards, news reporter 


Flying Needles 
The D arby Flying Needles m et 
recently a t the home of B arbara 
and 
P atsy 
Dick. 
T here 
w ere 
several 
dem onstrations 
and 
a 
scrap book report. 
The junior di­ 
vision had some 
of 
th eir w ork 
judged. 
The next m eeting will be 
held a t the hom e of M ary E sth er •* 
H arlan on Aug. 17. 
M ary Hicks, news reporter 


N ature Club 
The Jackson tow nship 4-H n a ­ 
ture club m et a t the Fischer home 
recently for its seventh m eeting. 
M embers w ent on a field trip and 
saw and collected m any in te re st­ 
ing insects. 
D uring the business 
session. 
Jan e and Naom i H ulse 
dem onstrated how to m ake a bird 
house. 
Jean Goodman gave a re ­ 
port on spiders. 
A report on bird 
study 
w as 
assigned 
to 
Louise 
Fischer for the next m eeting. Fol­ 
lowing a short recreation period, 
refreshm ents w ere served. 
The next m eeting will be held 
T hursday, Aug. 17 a t 6:30 p. rn. 
a t the hom e of Jean Goodman. 
M ary Fischer, news reporter 


Real Estate For Rent 


5 ROOM HO USE on H alf Ave. 
Inquire John McCain, Am anda, 
Ohio. 


If you want peonies in bloom 
in your cemetery lot for 
Decoration Day, August is 
the time to plant them. Get 
your order in early. 


w 
w 
w 
w 
y v 
BREHMER 
GREEN. 
HOUSES 


■$- 
4 
AUCTION EEK 
Ll MISEK H E A L E R S RET AIL 


W ALTER BUM GARNER 
R. F. D. No. 2 
Phone 1981 


I CIRCLEVILLE 
LUM BER CO. 
j 
150 Edlson-ave 
Phone 269 


ELECTRIC 
AUTOMATIC 
ROASTER 


j FU R N ISH E D 
APA RTM ENT for ' 


I 
light housekeeping. 
226 W alnut! 
St. 
+ 


AUTOMOBILE DEALERS 


HARDEN-STEVENSON CO. 
Chevrolet 
Phone 522 


AUTO EQ U IPM EN T SERVICE 
AND SU PPL IE S 


ROOFING—SPOUTING 


FLOYD DEAN 
317 E, H igh-st 
Phone 698 
C arey Products 
“A Roof for every Building.” 


KEAL ESTA TE D EALERS 


NELSON T IR E SERVICE 
G eneral T ires 
Phone 475 


MACK PA R R ETT JR . 
Cham ber of Com m erce Rm. 
Phone 7 or 203 


CIRCLE REALTY CO. 
DAIRY PRODUCTS DEALERS j 
ROOMS 3 & 4 Masonic Bldg. 


TRUCKING COM PANIES 
PICKAW AY DAIRY ASSN. 


Pickaw ay B utter. 
Phone 28 CIRCLEV ILLE TR A N SFER ~C O . 


- — 
" KQUIJPaSjESnF 
114 Wt Water>l,t__________________ Phone 1227 


D EA LERS 
i TY PEW RITERS, 
R E PA IR IN G 


Complete 


• 


I or Easy and Delicious 
All-Season Cooking. 
COME IN 
TODAY! 


2 SL E E PIN G ROOMS separate or 
together. 
Phone 408. 


Wanted To Rent 


W ANTED— Room for gentlem an, 
Refined and reliable. 
1st floor 
preferred. 
Box 173 % Herald. 


COLUM BUS AND SO. OHIO 
ELECTRIC CO, 
114 KL M ain-st 
Phone 236 


L LECT I ti CA L W EI I) IN G S HOP 


Y O U N G S W E L D IN G S HOP ~ 
205 8. Plckaw ay-et Phone 762 


FITZPA TR IC K ’S PR IN TERY 
127 E. M ain-st 
Phone 263 


USED CARS 


JO E MOATS 
137 W. M ain-st 
Phone SOI 


FLORISTS 
VETERIN A RIA N 


B R E H M E R G R EEN H O U SE 
800 N. C ourt-st 
Phone 14 


DR. C. W. CROMLEY 
L arge and Sm all Animals. 
Phone Ashville 4. 


H unter 
Hard ware 


INC. 


W A N TED —M arried 
farm 
hand 
w ith sm all fam ily. 
W ork by 
m onth. Modern furnished house. 
O perate sm all farm . 
Begin a t 
once. W rite C hester B. Alspach. 
Canal W inchester, Ohio. 


SALESM AN W ANTED; 
To han­ 
dle an old established line of 
170 farm and 
household pro­ 
ducts. 
M ust have car. 
Big 
Expansion Program offers op­ 
portunity for advancem ent. Oui 
sales m ethods bring quick re­ 
sults. 
W rite quickly. 
Get all 
the facts. 
Box No. 834, Bloom­ 
ington, 111. 


GOOD AGENT for strong old line 
Automobile C asualty Company, 
Liberal agency contract. 
Give 
com plete qualifications in first! 
letter. W rite Box 174 % H erald.' 


SALE! 


ARROW SHIRTS 


• CHECKS 


• PIN STRIPES 


• SOLID COLORS 
• WHITES 


In the 
Popular 
I Topical Weight 
3 f,,r $4.00 


Caddy Miller 
Hat Shop 
♦ 


Fig Bars and Ginger 
Snaps ................2 lb. 19c| 
Club Tissues, 1000 
s h e e ts .............. 6 rolls 23c 
Corn Flakes, 
Millers ..........2 boxes 17c 
Coffee, Fav. Brand 2 lb. 33c 
Potatoes, U. S. No. I 
15 lb. pk....................... 29c 


FRUIT . . . 
Melons, fine sweet 2 for 17c 
Tomatoes .............. . . . l b . 3c 
Peaches 
...............lh. 4c 
Green B e a n s 
2 lb. 7c 
Onions ........................ll). 4c 


MEATS . . . 
I 
Pork Chops, 
center c u t .................18VgC 
Large Bologna 2 lh. for 23c 
Smoked C a lle s 
lb. 17c 
Jowl Bacon ..........2 lh. 17c I 


Ferguson’s 
Market 


PH O N E 315 


408 S. PICK AW’AY 


AS 
W ELCOM E 
as 
a 
Sum m er 
show er! 
The A ugust Sale of 
RYTEX 
DOUBLE 
CHECK 
P rinted S tationary in DOUBLE 
T H E USUAL QUANTITY . . . 
200 Single, or IOO Double Sheets, 
or 
IOO 
N ote 
Sheets and 
IOO 
Envelopes for only 
$1. 
. . 
printed 
w ith 
your N am e and 
A ddress or M onogram. 
S m art 
paste! 
shades 
of 
Blue, 
Grey, 
Ivory or Aqua in a crisp check 
p attern . 
Special 
for 
A ugust 


EXECUTOR’S SALE 


OF REAL ESTATE 


The undersigned will of­ 
fer for sale at public "auc­ 
tion, on the premises, located 
on 
the 
Williamsport and 
Clarksburg .Pike in Deer- 
creek 
Township, 
I 
mile 
northeast of Clarksburg, and 
6 miles southwest of Wil­ 
liamsport on 
Monday, August 28 


At 2:00 O’clock p. rn. 
Thirty Acres Of Land 
(M ore or Less) 


Also a two-story frame 
d w e l l i n g , containing 8 
rooms, furnace, bath, elec­ 
tricity, good barn, tool shed, 
garage, 2 poultry houses and 
other buildings. 
The above real estate is 
appraised at $5600.00, and 
must be sold for not less 
than two-thirds of said ap­ 
praised value. 


TERMS OF SALE— CASH. 


ALBERT HINTON 


E xecutor of the E sta te of 
E m m a H inton, dec’d, 


W. O. B um garner, Auct. 
Richard Sim kins, A tty. 


W alnut Livestock 
Four m em bers of the W alnut 
4-H 
livestock 
club 
reported 
on 
th eir trip to the 4-H club cam p 
a t the # m eeting held recently a t 
the home of Gene M arshall. 
They 
w ere Joe Hedges, John N oecker, 
Donald F isher and Bob Crom ley. 
Projects 
w ere 
discussed. 
All 
m em bers and the club, Ben N oth- 
stine, the leader, and two visitors 
were present for the m eeting. The ^ 
club will have a picnic M onday 
night. 
R efreshm ents were served 
a fte r the m eeting by M rs. M ar­ 
shall. 
The next m eeting will bs 
a t the home of Joe Hedges. 
John N oecker, news reporter 


W estfall Club 
The W’estfall 4-H livestock club 
m et Tuesday. 
There 
w ere 
five 
visitors present. 
A fter the m eet­ 
ing 
m em bers 
enjoyed a w iener 
roast. 
The next m eeting will be X 
held Aug. 22. 
Floyd Thompson, reporter. 


VIRGINIA 
C. 
WAIDELICH 
IS DEAD 
IN 
STOUTSVILLE 


Legal Notice 


Mrs. V irginia Cam p W aidelich, 
76, died T hursday a t 10:30 p. rn., 
a t her home in Stoutsville. 
Com ­ 
plications 
caused 
death. 
Mrs. 
W aidelich had been ill a week. She * 
w as the widow of W illiam W aide­ 
lich. 
Surviving are six children, Mrs. 
H a d Lcist, Stoutsville; Mrs. Ster- 
ley Forem an, 
Lockbourne; 
Mrs. 
Nellie Founds, Colum bus; W ayne, 
W alnut tow nship; H arry, W ash­ 
ington tow nship and H arley, of 
Circleville; one sister, Mrs. Nellis 
Reedy, 
of 
Columbus; 
fourteen 
grandchildren and l l g reat grand- ^ 
children. 
Funeral service will be held in 
the home a t 2;30 p rn. Sunday 
w ith the Rev. O. H. Sw isher offici­ 
ating. 
Burial will be in Maple 
Hill cem etery by C ritea & Van 
Cleve. 
G randchildren will be pall­ 
bearers. 


A C TU E O F Kl HST NI M ETIN G OF 
I H K D ITO H H IJS T H E U N IT E D 
ST \ TEH 
D 1ST H IC T 
C O U R T. 
FOH 
T H E 
S O U T H E R N 
D1S- 
T IH l'T 
OF 
OII lo , 
E A S T E R N 
IIM IS IO N S. 


In the m atter of Clarence Spang­ 
ler, Bankrupt. 
* 
Address Tarlton, Ohio, 
Occupation Glass worker, 
In Bankruptcy No, 12,48a 
TO THE CREDITORS OF Clar­ 
ence Spangler, of Tarlton, in 
the 
County of 
i ’lckaw ay und D istrict 
aforesaid, a Bankrupt: 
NOTICE 
IS 
H ER EBY 
GIVEN, 
that on the 28th day of July, UHS), 
the said Clarence Spangler was duly 
adjudged a Bankrupt: and that the 
first m eeting of his creditors w ill 
be held by and before the under­ 
signed, G. H. Butt. Referee in B ank­ 
ruptcy, at Court House in tho City 
of Circleville. Ohio, on the 22nd day 
of August, 1939, at two o'clock in 
the afternoon, at which time the 
said 
creditors 
may 
attend, 
prove 
their claims, appoint a trustee,exa­ 
mine 
the 
Bankrupt, and 
transact 
such other business aa may properly 
come before said meeting. 
a. H. BUTT. 
Referee In Bankruptcy. 
Date August 10th, 1939. 
Total secured claim s as 
scheduled 
..................... 1782.00 
Total unsecured claims 
- a s scheduled . . . . . . . . . . 4184.00 
Total 
assets 
as 
scheduled 
$400.00 
NOTE: 
Under 
the 
Bankruptcy 
Act, 
sworn 
proof 
of claims 
of 
creditors must he flied within six 
months of adjudication, In order to 
participate In dividends. 
A proper 
form 
for 
this 
purpose 
may 
be 
obtained from stationers dealing in 
legnl blanks. 
(Aug. 11, 1 939) n. 


NOTICE OF A I*I*OI N THE NT 


No. 12.928 
Estate of Charles 
H. Niles, 
de­ 
ceit sd. 
Notice Is hereby given that Emilia 
B 
Niles 
of 
Circleville. Ohio 
has 
been duly appointed 
Executrix of 
the Estate of Charles H. Niles, d e­ 
ceased, 
late 
of Pickaw ay County, 
Ohio. 
Dated 
this 
9th 
day 
of 
August, 
1939 
LEMUEL B WELDON, 
Probate Judge of said County 
(Aug. ll. 18. 
25) D. 


Legal Notice 


NOTICE 


(J t 
PUBLIC SALE 


In pursuance of the order of the 
Probate Court of Pickaw ay Coun­ 
ty, Ohio, I will offer for sale at: 
public auction on the 14th day of 
August, 1939 at 2:00 o’clock p. rn. at 
the door of the Court H ouse the 
follow ing described real estate lo ­ 
cated 
at 
Nos. 
364 
arid 
366 
East 
Mound Street, and being more fully 
described as being situated in the 
City of Circleville, County of I’lck­ 
away, and State of Ohio; “Being Lot 
Number Four Hundred and Ninety 
Two (492) according to the revised 
numbering of lots of the city of Cir­ 
cleville, Ohio, and being the sam e 
premises conveyed to John Streich 
by 
Casper 
Streich, 
E xecutor 
of 
Ludwig F. Streich by ded datd July 
19th, 1905 and robed ed in Volume 
80 page 620 Deed Records and being 
the same premises devised to Lewis 
Streich and Charles by John Streich, 
deceased. 
Said 
premises are 
appraised at 
Two 
Thousand 
$(2,000.00) 
Dollars 
and must be sold for not less than 
tw o.thirds of said appraised value. 
Terms of Sale: 
Cash. 
K . A. SMITH, 
Admiuisrator of the E s­ 
tate of 
Lewis Streich, 
Deceased. 
(July 14,21,28. Aug. 4. l l ) D. 


We Pay CASH For 
Horses $5- Cows S3 
OF SIZE AND CONDITION 
HOGS, SHEEP, CALVES awd 
COLTS REMOVED 
Quick 
p A I I 
Clean 
Service 
V ertlaLi 
Trucks 
Phone 104 
Reverse Charge— 
Pickaway Fertilizer 
Circleville. 
O. A. Janes it i 


- 


Friday , August 11, 19 39 


CROSS-WORD PUZZLE 
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ACROSS 
1. Public eat- 
28 . 
ing house 
9. A hautboy 
30. 
10. Middling 
12. Painful 
32. 
spota 
34. 
14. Abov e 
15. Chines« 
riv er 
37 . 
16. An emmet 
17 . Try 
38 . 
30. Starch from 
39 . 
an East In* 
dian palm 
41. 
22. Genuine 
43. 
23. From 
25. Father 
26. East by 
south (abbr.) 44 
27 . Second note 
of th$ scale 
DOWN 


To tighten, 
as a tackle 
City in 
Russia 
Alien 
Anglo-Sax on 
money of 
account 
Ty pe 
measure 
Public notice 
Profound 
philosophers 
At sea 
An absurd, 
eccentric 
person 
(slang) 
Boats pro­ 
pelled by 
steam 


story 
15. A mast 
18. Sign of the 
infinitiv e 
mode 
19 . Pronoun 
21. Soothe 
23. Proffer 
24. Of 
26. Sea eagles 
29 Land* 
measure 


30. King of 
Bashan 
31. Say ings of a 
religious 
teacher« 
33 A notion 
35. Lease 
36. Questions 
40. Past 
41 Near by 
42 Form of 
"to be’ 


Answer to prev ious puzzle 


I c Ia Ia Ib Ia I 
H E l B H a 


1. Feminine 
name 
2. Black 
3. Kinds 
4. Golf mound 
5. Pronoun 
6 To defeat 


utterly 
? To slander 
8 Negativ e 
reply 
I! An appella­ 
tion 
13 Mediev al 


SCOTT’S SCRAP BOOK 


Mr.: 


By R. J . Scott 


NO So PA 


S o u T n k A 
- rfi 
5PARKLE 
JS £ AR80K 
0» O*tPt 
<4 AS, MAPt 
FROM SO DA 
AND ACID 
when v Ht 
BEVERAGE 
WAS EIRS-r 
INVEN1 ED !M PHILADELPHIA^ 
PA., O N tK U H D ftE t» A*P 
"THlRty /EARS 
A^O 


M,4i|lE« a-CtLiK ( A 
MlEXCHMAK, OH H ILL/, « SeiME- 
a < » O lS E , SrfUMBLEP Ax D FEU- 
MIJA.OLONCJ iH<0 A DEEP KoLE 
IK WHICH A PIT FERRET HAI> 
VXKI_ H REFUSE — 
RENCA.1NED WrfH kIS 
FEET ixV ilt AIR FOR. 
2 a HOURS UNYiL HE 
WAS RESCUED h f FIREMEN 
O m *•*•. b m h u u m S*«iitMt ha... t'« *i 
mA % —tm md 


As'ToodtiAcKE o f 
¿ 5 
, 0 
0 
0 
Y e a r s a « o ! 


*THa Pre h is t o ric Hu m an SKutL 


fou n d m a r Ho de s iah cav e Ha» 
f o u rt e e n T e eTH , h im e w iTh 
CAVlTlES , AT LEAST FOUR-fO 
THE AcHlNC STX CE- 


BIG SISTER 
By Les Forgrav e 


•tC ltV V E <3 0 T W IND 
TV4 S LOST GCLO 
NUME AMO ARE. LOOVON FECI VT H\6 H 
AMD LCMO. Pb OT, ^VAOCk lS*. Tv -IEQ. AVM'T 
MO CALL F E R ^AN/AM TO \MORRY TÎ4 EV 


^ AiKi'T EVEKi snIARKA. 


T W E Y L L N E V E R . FVMD \T IK* “ GWB SkJ O R LO ,V iO r lU^E 
SIUAV W E 'V E <3D T IT W .\v J eR E D U R ‘T W O N T TAKE. 
1 EfW LO b^ S T O G i T D I S C O U R A G E D A M O Q O c r. 


t v u e v’l l . e > ^ v o i L o - i u ' 
-TO tSECL. V /IT ! 
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ROOM AND BOAF 
T 
T W A T 
SWASWBUCVAL\NG 
V A P ^ L tT WfAS 
O R D E R E D M S 
T O L E /W E 
A M D SA aYS 
WE IS NOW IN 
P O S S E S S I O N 
O R O U R 
C A W R f 


By Gene Ahern 


VEW 


W E L L , B E R O R E 
t T O S S WlfA IN 
WfTW TW ’ P R O G S 
I 'L L S C O U R 


U L L tG A s M 
R E T T L E W\TW 


^ 
~ 
~ " "" \ " 
™ 
w n\— so rrs y ou , s n ^ r e 
^ 
BEELER''!-1 WARNED YOU 
ONCE TWWT tu ' n e x t t im e 
I ShW YOUR NECK OUTSVDE 
OP ^ ROPE,ID MR-CONDITION 
YOU WSTU BULLET UOLES ! 
* 


BRICK BRADFORD 


BLONDIE 
By Chic Young 


DONALD DUCK 
By Walt Disney 


BRASS GLOVES 
AMATEUR 
BOUTS 


t o n i g h t ! 


« ....... 
i 
TO THE 
RING 


Co p r I93*>. Ww 
u rn K j rto d u cb o w 
o i l 
Wo rld Rigtiu RaercH 
POPEYE 


'h a m b u r g e r s a W 
OWIONS, -THAT W AS 
a g o o d b a c h e l o r . 
DIMMER t : 


MV DARLING, SOOM 
VOU SHALL BE 
MRS.WIMPV v 


WIMPV.VOU HAVE 
BEEM EATING, 
O N IO N S . 
WHAT. VOU DO WOT LIKE 
ONIONS?! 
ALAS, A CLEAR CASE 
OF INCOMPATIBILITY 
K ' 
m0 
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BRICK BRADFORD 
By Gene Ahern 
By William Ritt and Harold Gra; 
ROOM AND BOARD 
CROSS-WORD PUZZLE 


U fA ~ S O ITS YOU , SNAVAE 
B E E .L L R '!-l 
YOU 
ONCE: TWAT TU' N tX T TlfAR 
I SAW YOUR NEC VA OUTSIDE 
OE A ROPE,ID a \r - c o n o \t \o n 
YOO WITH BULLET UOLES ' 


t w a t 
^ 
sw asw b och ln h g 
VARLET VAAS 
ORDERED ME­ 
YO LEAVE 
ANO SAYS 
WE IS NOW \N 
POSSESSION 
OR OUR 
( 
CANAPI 
J 


YEM 
WELL, BERORE 
I TOSS WHA IN 
WVTVA TW’PROGS 
I'LL SCOUR 
OUR RUSTY 
M U L L I G A N 
BETTLE YATH { 
m s m u s t a c h e; 


TAKE THIS CHAP 
FIRST, PLEASE — 
I HES ALL IN/ ] 


i 
cawnoHTjw «.►< 
jn«t«n >-« want mexn niw.re 


YOUR FRIEND’S SAFE-YOU'D BETTER GET INTO 
THE FRONT COCKPIT -O X ? 
WELL. MR. BRADFORD, DON’T 
YOU SAY “HELIO" TO OLD I 
■ FRIENDS ? 


fffSHAifcV 
30. King of 
B asban 
31 Sayings of a 
religious 
teacher, 
33 A notion 
35. Lease 
36 Q uestions 
40. P ast 
41 N ear by 
42 Form of 
“to be’ 


story 
15. A m ast 
18. Sign of the 
infinitive 
mode 
% 
19. Pronoun 
21. Soothe 
23. Proffer 
24. Of 
26. Sea eagles 
29 Land* 
m easure 


ACROSS 
1. Public cat- 
28. To tighten, 
ing house 
as a tackle 
2. A hautboy 
30. C ity in 
IO. M iddling 
R ussia 
12. Painful 
32. Alien 
sp o ts 
34. Anglo-Saxon 
14. Above 
money of 
15. Chinese 
account 
river 
37. Type 
16. An em m et 
m easure 
17. T ry 
38. Public notice 
20. S tarch from 
39. Profound 
an E a st In- 
philosophers 
dian palm 
41. A t sea 
22. Genuine 
43. An absurd, 
23. From 
eccentric 
25. F ath e r 
person 
26. E a st by 
(slang) 
south (ab b r.) 44 B oats pro- 
27. Second note 
pelled by 
of th$ scale 
steam 
OO WM 
I Feminine 
utterly 
nam e 
I To slander 
2. Black 
8 N egative 
3. Kinds 
reply 
4. Golf mound 
ll A nappella- 
5. Pronoun 
Hon 
6 To defeat 
13 Medieval 


‘G W W AND OR W ELCOM E 
IG ’D O U B LIN G U P 3511" 
>9, King Fcluftj Aynj'ttu Int. Wold r,[hu ,t»rrv< d 


A nsw er to previous puzzle 
BLONDIE 
c lT lh c lA lA iB lA l 
I DON'T SEE MOW) 
YOU CAN TAKE < 
. NAPS IN TNE J 
. AFTERNOON T 


I FEEL DOPEY AND 
- TIRED WW EN I 
^ 
I CET UP FPOM J 
S ' A NAP 


WHY DONT 
' YOU DO 
WW AT I J 
> DO? <1 


IE YOUR ’N > YES. WIP.' 
DAD 
WOODLEY- 
NOME? i f WES ON TUE 
SOFA 


SCOTT’S SCRAP BOOK 


-’/" T N in ta t. is 
Mo SOPA 


i s park LE 
J 
v 
/ *4 £AR&oH 
I•rtfl 
dioxide 
v© 
I \J 
< ***** 
\\wM\i!; F*0M S®0* 
AMD ACID 
M I M i w hen-nit 
beverage 
WAS El RST 
• MVEM1ED IM PkiLADEtmiA, 
’’A,, OKE RUMORED AMD 
_ -thi afy /la c s 


Jiote. inc , World right* rtterdA. 
iGopf 1939. King Felt’ 
MUMM 
DONALD DUCK 


AND ABSOLUTELY 


— 
7 NO WITTING 
BELOW THE 
^ 
V , 
BELT! j—* 


^eo t o 'Yo u r 
CORNERS AND 
COMB O UT 
f ig h tin g ! y r" 
BRASS GLOVES 
AMATEUR 
BOUTS 


t o n ig h t! 


TO THE 
R IN G 


M.<»(ltSLCfcLtM < A. 
♦HatMC-HMAK, OH MILLY, 4eiME- 
E < -O lS E , SfUMBLEP AMD FELL 
m ea^dlokcj •hYo a d e e p H o le . 
im wrtt^H A- pet p e r r eY Had 
dXKEH 
— 
Ha RJtMAlMED WrfH HIS 
EEET IM -ik t AIP- POTE 
2% HOUSES UH<lL HE 
v(A4 rescued by firemen 
Cam •*>*. (OI rww ivmdium Im. «.'«M a»t« ■— ■' 


AToodltAcKE of 
3 5 , 0 0 0 Y e a r s a<<o • 
•Yka Pr e H iVfORlC Kumiam Skull 
toUMD IM A. RHODESIAN CAVE KA* 
FOURTEEN TEETH , MIME WITH 
CAVITIES , AT LEAST *©UR-fb 
THE ACM I MC STACE. 


Copr 1919, Wk, urn* 
World RigHu Regret 
POPEYE 


HAMBURGERS Ahi’ 
\ 
ON IOMS, THAT W A S 
a g o o d b a c h e l o r / 
DIMMER \------ 
— ^ 
^ 
/ YES. AND NOw T 
1 
MUST HURRV TO 
VMV B R ID E L Y 
. 


ALAS, A CLEAR CASE \ 
OF IM COM PATlBlLlTV 
— 
H 


MV DARL1M6, SOOM 
VOL) SHALL BE 
MRS. W IM P V 
WHAT, vol) d o mot u k e 
OMlOMS?!fn DESPISEr 
^ 
-------'7 * Z ~ V r \ 
T H E M 
r 


WIMPV, VOL) HAVE 
-v BEEM BATIMG 
O M tO N S ! 
Aha ck, 


LOOK AT *ENA! ^PWEAO'M* O O T AWL- 
OYER TWH H\LL*5tD«! SVNAQNVS 
OFTVA\ JAMAN \*> R id VAY' 
. 


ETTA KETT 
By Paul Robinson 


VIE PCCOcSNiZSrOVOU 
VMM" WAS THC- IDSA- 
I H lO N 'M OUR CAO. f i 
PLUCK MY BROWS.* 
OUR SOLO, BAD LITTLE 
BANDT TURNED OUT TO 
BEA 
o>st " ■ S r / * A A 


SORRY I BOPPED 
H C R ^SW e DIDNT 
U 
HAVE AGUN.r-SHC 
WAS FOTI NG MC IN 
;v — j THC BACK WITH 
I A LIPSTICK f r 


1 JUST ATHDILL.* MIND IF I * 
Bo r r o w vouc bch f r ie n d 
IO OCT HOME ? IIL EXPLAIN 
LATER -you TAKE* MYCAfc- 
rife ,rs PAEK-'CD DOWN THET 
r}~ ------7^ V , Road* - 
■ X 
I 
HOPE I 
ZM 
( B 
W 
, TWEI2ES 
^ 
I <3as/-J 


Y o u ALMOST B f20KE 
m v c w in -i w o u ld n t 
WANT SOU FOR A 
HUSBAND r iM POLLY 
ANN BORDEN -• TWC 
m c i p c ^ 
I— ) n r ' 


YOU. 
DONT 
NEED 
ANY 
NERVE 


YOU 
WOUIDMT 
RIB US 


Yeah/ n’WWV 
P u ll th a t r 
L ip sn c ic 
s ti c k u p .* 
-TCltVVE. OCfT SN IND 
t w e COST COLD 
MINE AND A R E LOOKlN FEO. VT HIGH 
A N D L O N • E O T , ^>V40CVCS \ TWER. AVM‘T 
MO CALL F E R ^AYAM “TO VOOWRV TWEV 
r 
AiLi*-T EM EK! sNARKA . 
^ 


MUGGS MCGINNIS 
By Wally Bishop 


J OH-OH* I RECKON 
'N 
THET A40T0R-A40WER ] COME 
O 'YORES HEZ DONE > ON 5 
f GOT AWAY FROAAIwE HAD 
SCRAPPY" AGIN I T T BETTER GO 
^ 
AN'SEE IF 
- 
a 
( WE CAN HELP 


r S h u x,<Sajl! i 
IT'S WU SS THIN 
THET-THET 
t THAR COTTEE 
[ AWMOS/ GITS 
Vt YA EVERY < 
' X2L TIME !! / 


[ H A U P ! J 
> H A L P ! 
C O M E 'N ' 
p G lT M E 


THEV LL NEVER. PVND VT \M THE sNOQUD, N O T 1UE. 
\WAM SNE'VE GOT IT YanMEQED L)O.*Tm0MT TA^ce 
* ETA LOb^S TO G IT Oi*5 COURANTE O ANO O O rf. 
THEM’LL e>E. MOi L U kl ' 
T O tS E i-L 'V IT ! 
W 
^ GEE - 
> 
PAPPY.. IT 
a w M o s t O J I 
VA THFT T- 
*7 TIMES J 


P A W ! 
JUMP" 
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UHLENBERG TOWNSHIP SCHOOL BOARD GOES TO COURT IN DISTRICT FIGHT 


INJUNCTION PLEA 


TO CITE COUNTY 


ADMINSTRATORS PETTENGILL 


jf c € (^ C sn £ £ é > tìL 4M 
i /b 
o 
m 
< 2 n x € /rg x n x i 
w 


s t a r t s P™ 
;Pick away Co u n ty Listed 


a f t er 
s h o o t in g As Fin e fo r Beef Cattle 


CHICAGO, Aug. 11 — A boa rd of 
I officers of the Illinois Na tiona l 
Gua rd wa s expected to be na med 
toda y to inquire into conditions 


Producing na tive steers is a good Ohio fa rm enterprise in sections 
where good pa sture a nd a mple supplies of chea p rougha ge a re a va il­ 
a ble. a ccording to the sta tem ents of 25 experienced breeders to I. P. 


Darbyvi l l e 
Area 
Resi dents 
Oppose 
Transfer 
To 
Monroe Zone 


THE CHICKENS COME HOME TO SENATOR HATCH 
! 
President Roosevelt ha s been ca lled a grea t politicia n.- Some ha rdy 


souls venture to go further. 
He is la uded a s the m a tchless politicia n a t the 124th field a rtillery a rmory McCa nn, specia list in a nima l husba ndry" Ohio S ta tr Uniwrs7 ty. 
of a ll history, the m a ster ma gicia n, the non-pa rell, the a ll-tim e triple 
j .‘".Chica go, t» -hm » jou n g woma n 
Thesc me„ brought out their l m 
herd 
wh)ch ghow^ the 


y production 757 ca lves a t a n a vera ge weight of 441.6 pounds for a n 
threa t. 


Court 
a ction 
will 
be 
ta ken 
a ga nist the tra nsfer of Muhlenberg 
township school district to Monroe 
school district ma de by P e county 
boa rd of educa tion. 
T. A. Renick, who with C. A. 
Leist ha s been employed to repre­ 
sent the 
Muhlenberg 
township 
boa rd of educa tion *•' the contro­ 
versy, indica ted Frida y tha t a n a c­ 
tion would be filed reeking a tem ­ 
pora ry a nd perm- lent injunction 
a ga inst the tra nsfer. He indica ted 
the a ction would be filed a ga inst 
the county boa rd 
educa tion, the 
Monroe township boa rd of educa ­ 
tion a nd the county a uditor. 
The a ction will a sk tha t a tem ­ 
pora ry restra ining order be gra nt­ 
ed a ga inst the interfering with the 
opera tion of th schorls of Muhlen­ 
berg township a lleg’ ig the tra ns­ 
fer ma de by the county boa rd is 
illega l. 
The Muhlenberg township school 
district w'a s tra nsferred recently 
to the Monroe '.ownship school dis­ 
trict by the county bea rd. 
This 
a ction w'a s ta ken by the boa rd a f­ 
ter the high school cha rter of Muh­ 
lenberg school wra s a nnulled due to 
sma ll enrollment. Under provisions 
of the tra nsfer 
the 
high school 
pupils of 
Muhlenberg township 
were to go to Ilonroe school. The 
boa rd recommended the Da rbyville 
schol would be deta ined a s a gra de 
school. 
A 
remonstra nce a ga inst 
the tra nsfer 
wa s held inva lid by 
the county boa rd. 
The Muhlenberg township boa rd 
of educa tion employed counsel this 
W'eek for court a ction. 
Glenn Ha milton, Arthur B. Fta d- 
cliffe, S. C. Weidinger a nd Willia m 
Wright a ll voted yes to Ha milton’s 
motion to hire the a ttorneys to file 
the a ction. 


However much these modest flowers beca me him 
once, they a re 
wilted toda y. 
The flowers bega n to fa de when Louis Howe left him. 
Ca n you na me some move of his since then which you consider rea lly 
politica lly sm a rt? 
There wa s the Supreme Court 
pa cking bill of 1937, the reorga niza tion bill of 1938, 
the Chica go qua ra ntine speech, the Bla ck a ppoint­ 
ment, the “ I don’t wa nt to be a dicta tor” midnight 
sta tem ent, the Amlie a ppointment, his reversa l on 
the need of a ba l 


wra s shot 
to 
night by a gua rdsma n. 


a nced budget, the 
undistr i b u t e d 
profits 
ta x, 
his 
knifing Pa t Ha r 
rison for Sena te 


STARS SAY- 


<S»r- 


For Frida y, August 11 
DOUBTFUL a nd conflicting con­ 
ditions a re likely to ma teria lize this 
da y, a ccording to certa in a dverse 
configura tions. While it is a sta bi­ 
lizing reign in some pa rticula rs, 
benefits a lso ma y come from minor 
cha nges. 
With 
property va lues, 
la bor a nd old 
interests ma king 
stea dy ga ins, yet there a re loop­ 
holes for fra ud, trickery a nd other 
subie 
undermining, 
unless 
vigi­ 
la nce a nd preca ution a re exercised. 
Be a lert to a ll ma nner or dupli­ 
cities a nd intrigues. 
Those whose birthda y it is a re 
on the threshold of a yea r in w'hicb 
modera te progress ma y be ma de 


PETTENGILL 
floor lea der. 
But a s history unfolds ca n you 
na me a ny a ct of a ny president 
tha t ever a pproa ched, much less 
equa lled, his boner on the purge? 
I think tha t will go down a s the 
prize Merkle of a ll presidents. 
Whether 
he 
wishes 
to sha pe 
events to force his renomina tion 
for a third term, no one ca n sa y. 
At lea st he ha s a dmitted tha t he 
w'a nts to na me his successor, a nd 
it is wholly na tura l a nd proper 
for him to wish to do so. 
It ha s 
been his a mbition for a long time. 
How else ca n you expla in his de­ 
sire to do a wa y with the two- 
thirds rule in the Democra tic con­ 
vention? 
He wa nted to a ccom­ 
plish this a s fa r ba ck a s 1932. He 
succeeded a t Phila delphia in 1936. 
W hy? 
To control the convention 
in 1940. 
So the custom of a cen 
tury wa s up-rooted. 
The sta ge 
wa s rea dy to be set. 
Then ca me 1938. 
But tha t time 
he wa s sma rting under some show 
of independence by Sena tors a nd 
Congressmen. 
He conceived their 
constitutiona l function to be limit­ 
ed to providing w a ys a nd mea ns 
to ca rry out politica l polipes deter­ 
mined by him, a s he wrote “ dea r 
Alben” . But some sa id the Con­ 
stitution ma de Congress the policy 
forming a gency of the government 
a nd refused to ta ke orders. 
So 
Mr. Fa rley wa s benched, a nd the 
fa mous ba ttery of Hopkins a nd 
I Corcora n wa s ca lled upon to curve 
over the purge ba ll. 
It wfa s rea lly a “ gra nd” Idea . 
But it ha d one slight defect. 
The 
ba ll cut the hea rt of the pla te 
brea st high, a nd from thence it i 
went thither. 
It wja s never seen 
a ga in. The folks ba ck home wa nt­ 
ed the right to ba t in or out their 
own Sena tors a nd Congressmen. 
I a sk you, my counto'm en, if 
a ny boner ever equa lled this. Sen­ 
a tors 
George, 
Smith, 
Tydings, 
Cla rk, 
Gillette, 
McCa rra n, 
Va n 
Nuys, a s well a s Congressmen Cox 
of Georgia , a nd Howa rd Smith of 
Virginia , a ll ca me ba ck where they 


The gua rdsma n, Fra nk J a pcyn- 
ski, 47, shot a nd killed him self a 
few moments 
la ter 
behind 
the 
a rmory. 
His victim wa s 23-yea r- 
old Elsie Doolew'erdt, with whom 
he ha d been friendly for severa l 
yea rs. 
Na tiona l gua rd officers sa id the 


ha d been 
wa nted. 
told they 
were 


a vera ge cost of $ 15.10 per ca lf, 
a n a ggrega te herd of 800 cow's. 
The ca ttlemen opera ted fa rms 
in Knox, Wood, Pike, Perry, Pick­ 
a wa y, a nd Ma dison counties, a nd 
the herds included the three com­ 
mon breeds of beef a nima ls, 
Mr. 
McCa nn believes the experiences 
of these men a re a fa ir indica tion 


These ca lves were ra ised from 


<$> 


— inquiry w'a s to be ta ken to deter 
„ ot mine whether a ny la xity wa s in-1 "J , T 7 I T ™ 
‘ f i f ‘nulca ' 10n 
not 
, 
, . 
*. 
. 
. 
J 7 
of the possibilities of beef produc- 
! ™1VeU m ,th ‘ GTT SS‘°.n g u“ 
t 0 ! tion within the sta te. 
, 
Miss Woolewerdt to enter the a r- 
n ^ a sma,i Part of mory to keep a n a ppointment with 
the 
story. 
Every 
Democra tic J a pcynski. 
Congressma n a nd 
Sena tor 
w'ho 
Adj. Gen. Ca rlos E. Bla ck, cus- 
w a s not a complete toa dy a nd yes- todia n of a rmories a nd the fina l 
a uthority on a nything ha ving to 
do wdth their use, sa id a thorough 
investiga tion could be expected. 
“ How' 
fa r 
the 
investiga tion 


ma n 
three hundred or so, in fa ct, 
—sa w the poisoned point of tha t 
sa me purge directed a t him. 
It 
w'a s a hidden threa t. If it W'orked 
in 1938 it could a nd would be 
worked a ga in in 1940. Ta ke orders 
or else. 
Every one of these men 


“ will depend on 
goes,” he a dded 
developments.” 
Ma j. Gen. Roy D. Keehn. com­ 
ma nder of the 33rd division, a lso 


These livestock 
producers de­ 
pend upon pa sture to ca rry the 
beef ca ttle from 
Ma y until No­ 
vember 
a nd 
then # feed 
chea p 
rougha ge 
through 
the 
Winter. 
In some ca ses, - corn stover a lone 
ha s been the Winter feed for the 
cows. 
Most of these 
ca ttlemen 
pre­ 


resented its implica tion, both a s a ; fa vored a n inquiry, sa ying: 
ongressma n a nd a ma n. 
It wra s 
j 
“ I a m in fa vor of a n in v estig a- 
a oha llenege to his dignity, per- tion of the cha rge of women being 
“sona l a nd officia l. 
He sa id little, brought into the a rmory.” 
but thought much. 
j 
Q_________ 
From the moment of the purge 
Congress went into a silent re- \ WILMINGTON 
M URDERER 
bellion. 
These 
men 
determined TRFATFH 
FflR 
IM IM D irc 
tha t the wea pons of the purge 
L 
tU 
INJURIES 
the W.P.A. a nd the La bor Boa rd, 
a s prime exa mples—should not be 
used a ga inst them in 1940, or a t 
a ny 
time. 
And 
so 
the 
House 
a dopted the resolution sponsored 
by one of the purges, Smith of 
Virginia , to undress 
the 
La bor 
Boa rd in Public. 
And it pa ssed 
the Ha tch bill tha t forbids em­ 
ployes in Secreta ry Ickes, office, 
for exa mple, to ca mpa ign a ga inst 
Congressmen. 
But tha t is not a ll. 
It is only 
a sma ll pa rt. 
For the first time 
in America n history a na tiona l po­ 
litica l convention will be held in 
1940 in which the a dministra tion 
in power will not be a ble to na me 
a single postma ster, district a ttor- 
j 
ney, U. S. ma rsha l, W .? \A. fore-1 
ma n, A. A A supervisor, or govern- 
ment pa yroller of a ny degree a s a 
delega te 
If a nything is better de­ 
signed to prevent Mr. Roosevelt 
domina ting tha t convention, it ha s 
not been ca ta logued. 
Yes. the 
chickens ca st upon 
the 
wa ters 
ha ve returned a fter ma ny da ys— 
to Ha tch! 
SAMUEL B. PETTENGILL 


COLUMBUS, Aug. 11 — Con­ 
vict Willia m Va ndervort wa s re­ 
ported recovering toda y in Ohio 
penitentia ry 
from 
a 
ba dly 
in­ 
fected knee suffered 
in 
a 
fa ll 
w'hen he esca ped with three com­ 
pa nions from London prison fa rm 
Aug. 2. 
All w’ere ca ptured. 
When the 36-yea r-old sla yer o f 
a Wilmington police officer wa s 
tra nsferred 
to 
the 
penitentia ry 
from the prison fa rm, he brought 
with him a Bible in w'hich wa s 
hidden a lmost a n ounce of denta l 
gold, prison officia ls sa id. 
While 
a t the model institution, Va nder­ 
vort ha d served a s a dentist’s a s-1 
sista nt. 
' 


MORE LOANS FILED 
One hundred a nd fifty-six loa ns 
on whea t ha ve been obta ined to 
da te 
by 
Picka wra y 
county 
fa rmers. 
More a pplica tions 
a re 
being filed da ily for loa ns. 
Pa ul 
M a ttha es, secreta ry of the Pick­ 
a wa y county 
Agricultura l Con- 
1 serva tion 
committee, 
sa id 
the 
loa ns include a bout 56,000 bushels 
of whea t. 


feried to ha ve the ca lves dropped 
sometime between Februa ry 1 a nd 
J une 1. 
Ea rlier ca lves increa se 
the cost of W inter feed for the 
! cows, a nd la ter ca lves 
a re 
not 
hea vy enough to go into the feed- 
! lot a t the usua l w’ea ning time. 
The type of cows used in the 
j herd is not importa nt a s long a s 
! they a re good beef a nima ls, but 
» the kind of bull used is of utm ost 
j importa nce. 
The bull should be 
a s nea r the idea l beef type a s pos- 
{ sible, 
low-set, 
compa ct, 
broa d, 
deep in the middle, 
low- 
in 
the 
fla nk, a nd ha ve 
a 
full, 
plump 
I hindqua rter. 
The grea test hindra nce to na - 


j live production in this sta te ha s 
been Ba ng’s disea se. 
Any fa rmer 
| sta rting to build up a beef herd 
I should buy only cows which ha ve 
given a nega tive rea ction to the 
I blood 
test 
for 
B a ng’s 
disea se. 
After the herd is esta bHshed, no 
, untested ca ttle should be permit­ 
ted in conta ct with it. 
The ca ttlemen 
w’ho 
expla ined 
their methods to Mr. McCa nn sa id 
it w'a s not necessa ry 
to 
creep 
feed the ca lves. 
Good legume ha y 
supplied to the ca lves when gra ss 
becomes 
short in la te 
Summer 
proved 
sufficient to keep 
them 
ga ining a t a sa tisfa ctory ra te. 
---------------- o---------------- 


EQUIPMENT FOR MUM.MV 
Police Chief Willia m McCra dy 
ha s sent a va lua ble piece of fishing 
equipment to Pa trolma n 
Cha rles 
Muma w on 
a ca tion a t Elk Ra pids, 
Mich. 
After receiving ca rds tha t 
fishing w'a s ba d, the chief sent a 
Ma so n Bro s 


through increa sed 
va lues In old 
pla ns a nd possessions. It is a time 
of 
sta bilizing 
influences, 
with 
stea dy ga in by la bor, industry a nd 
a pplica tion, but with fhe exercise 
of preca ution a ga inst intrigues a nd 
undercover sna res. Minor but judi­ 
cious cha nges ma y be helpful. 
A child born on this da y will be 
diligent, stea dfa st a nd ea rnest, a l­ 
though versa tile, a dventurous a nd 
enjoying cha nge, a nd ma y a pply 
itself in unusua l lines, or in in­ 
ventions of pra ctica l purpose. 
-----------------o------------------‘ 


DOES YOUR 
MOTOR 


RUN 
HOT? 
Annual August Sal e! 


ONLY 


A Bu g Screen will h elp 
p rev en t th is. 


We h av e Screen s fo r all 
mak es an d mo d els o f 
cars. 


A 
ba ttleship genera lly 
a round 1,400 sa ilors. 
ca rries 
G O E L L E R ’S 
SERVICE STATION 
S. Court & Loga n Ph. 293 


V 
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' S , 
For This 
LIVING ROOM 
SUITE 


nssgi 
BARGAINS 


REAL BARGAINS 
FOR CASH! 


Co v ered in q u ality v el­ 
v et 
fo r 
lo n g 
serv ice. 
Th is 
fu ll 
size 
Liv in g 
Ro o m Su ite wo u ld en ­ 
h an ce 
th e 
b eau ty 
o f 
y o u r liv in g ro o m. Co n ­ 
stru ctio n is ab so lu tely 
g u aran teed . 
See 
th is 
Su ite fo r a real b arg ain . 


1931 Hudson C ou p e .........................$ 29.59 
1929 Chevrolet C oa ch..................... 29.59 
1929 Chevrolet C oupe ..................... 29.59 
1928 Ford T udor ............................... 29.59 
1929 Essex Coa ch ............................ 29.59 
1929 Whippet Seda n 


¡¡¡S ii 
m 
IH P l 
Bed 
Outfit 


w ê 
Simmons Bed .$ 4.95 
c 
* 
. 
oimmons 
Coil Springs 
4.95 
50-lb. Cotton 
Ma ttress . . 
4.95 


29.59 


Sa le Price 
Complete . . $ 14.8 5 


Come In Ta ke Your Choice 


No Tra des— No l ime Pa yments 
Studio Couch 


Priced Low For 
Quick Sa le! 


It’s a sen satio n — a Stu d io Co u ch 
with Arms, Back , In n ersp rin g Mat­ 
tress, 
In n ersp rin g 
Pillo ws 
th at 
^p en s in to a fu ll size o r twin b ed s 
o r o n ly $24 .9 5 . 
Th ey can ’t Iasi 
o n g at th is p rice. 
$ 32.50 Va lue 


BETTER HURRY 
AS MUCH AS 
$2 4 .9 5 


The Harden-Stevenson Co. 
IV2 TONS 
COAL 
F R E E 


WITH EACH 


Ï Ï 0 RENC É 


THEATRES 


AT THE CLIFTON A 
The Gia nt Ra dio Roundup to se­ 
cure ta lent for severa l ra dio sta ­ 
tions in this territory gets under 
wa y on the sta ge a t the Cliftona 
thea tre tonight. 
Twelve a cts with 
25 people will be competing for 
the 
ra dio a ppea ra nce 
a nd 
ca sh 
prizes to be a wa rded ea ch Frida y. 
“ Sha ke” 
Da vidson, 
who is in 
cha rge of the contest, a nnounce 
a fter the a uditions this a fternoon 
tha t a wide va riety of ta lent will 
be seen in the contest tonight. 
None of the a cts entering the 
event tonight ha s evei been seen 
before in a Circlevillc thea tre. 
In a ddition to the sta ge show 
the Cliftona w'ill present its regu­ 
la r 
double 
fea ture 
progra m 
of 
“ The Gra de Allen Murder Ca se” 
a nd Roy Rodgers in a new musica l 
Western. 


--------------------------------------o----------------- 
NEW VIENNA GIRL HIKED 
Miss Eloise Simpkins, of New 
Vienna , ha s been employed by the 
Scioto tow'nship boa rd of educa ­ 
tion to tea ch 
commercia l 
sub­ 
jects. 
Miss Simpkins ta ught in 
the Ea st Geneva schools for the 
la st two yea rs. 
Miss Donna Love, 
of Lima , who ha d been employed 
to tea ch English a nd La tin a t A t­ 
la nta , ha s resigned tha t position 
to a ccept a position a t Ca ldw'ell. 


LYNN BARI UNDER KNIFE 
HOLLYWOOD, Aug. 11 —Lynn 
j Ba ri, up r~1% coming 
ilm sta rlet, 
W'a s reported 
resting comforta bly 
in Ceda rs of Leba non hospita l to­ 
da y following a n a ppendix opera ­ 
tion. 
The young a ctress wa s to 
ha ve left for Hon^’ulu yesterda y 
w'ith s er husba nd of five months 
for a bela ted honeymoon, but wra s 
rushed to the hospita l for the op­ 
era tion. 


jiiiiiiiiiiiimtimiiiiiiiiiiiiimmiifiiii! 
I 
BUY YOUR 
i 


i FALL and WINTER I 


FOR SATURDAY 
Perfection Bra nd 
WORK 
SHIRTS 
57 
c 


I. W. KINSEY 
125 N. COURT ST. 


SHOES 
IN AUGUST 


AT 
MACK’S 
And SAVE 


E 
They Will Cost You 
= 
r 
More 
in 
September 
= 
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Hi l l Impl ement 
Go. 


Ho me o f 


Fa rm Equipment 
Fa rm Implements 
Pa int 
Electrica l Applia nces 
Fa rmer’s Ha rdwa re 


We Gu aran tee To 
Giv e Satisfactio n ! 


seine to the 
pa trolma n. 
It wa s 
ma de from tw'o 
sma ll sticks, a 
piece of Mo. ^uito netting, some 
tiny sinkers a nd bottle corks. 
- 


ROOF P A I N T 


Prices Alwa ys Rea sona ble— Relia ble Qua lity 


Aspha lt Roof Pa int, 5 ga l. lots, per ga l.................. 
Asbestos Roof Coa ting— stops lea ks— 5 ga l. lots 
per ga l........................................................................ 
Bla ck Gra phite Roof Pa int; 5 ga l. lots, per ga l. 
Asbestos Roof Cement, 10 lbs. 85c, pound ca n . 
Ru-ber-oid Roll Roofing, 45c; per squa re 
. . . . 
Mia mi Red Roof Pa int, 5 ga l. lots, per ga l........... 
Na va jo Red Roof Pa int— 5 ga l. lots, per ga l. . . 
Pure Linseed Oil— a rea l buy, ga l............................ 
Pure Turpentine, pint 10c, ga l................................. 
No D-K protection a ga inst termites, ga l.............. 


43c 


. 44c 
$ 1.85 
. 15 
$1.6 
$ 1.40 
$1.10 
. 90c 
. 65c 
. 65c 
G O E L L E R ’ S PAINT STORE 
1 Squa re Ea st of Court House 
Phone 1369 


- 
■ 


a re ftee Va ca tio n Ahea d ! 


You a re sure oi more rela xa tion a nd enjoyment when you 
sta rt out on your, va ca tion in a ca r which ha s been 
thoroughly checked over a nd serviced by a Fleel-Wing 
servicema n. Then you ma y drive, free from worries, beca use 
you k no w your ca r is fit! 


Fl eef-W i ng’s Summer Lubri cati on Speci al 


. . . includ es a lo t o f ex tra free services a nd a b ump er to 
b ump er insp ectio n. 
Oil filter, a ir filter, ba ttery, tires, differen- 
tia l, tra nsmission, steering a ssembly a re exa mined. Nothing 
is missed. You know wha t your ca r needs, a nd if your 
Fleet-Wing servicema n is given the responsibility oi 
completely lubrica ting your ca r-depend on ii-it will be 
done right, with the correct type of Fleet-Wing top-qua lity 
lubrica nt for every point. 
The Cirdeville Oil Co. 


CIRCLEVILLE, O. 


Sold Only Through I ndependent Merchants 


- 
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Friday, August l l , 1939 
UHLENBERG TOWNSHIP SCHOOL BOARD GOES TO COURT IN DISTRICT FIGHT 


INJUNCTION PLEA 
TO CITE COUNTY 
ADMINSTRATORS PETTENGILL 


j f c e 
c t v t f j & m 
x iii f o a m 
*' 


<rrAPT<f 
Pickaway County Listed 
o I A K 1 o 
r K U d l 
4 
• 
c 
t a 
a 
a a \ 
a f t e r 
s h o o t i n g As rine tor Beet Cattle 


Producing native steers is a good Ohio farm enterprise in sections 


Darbyville 
Area 
Residents 
Oppose 
Transfer 
To 
Monroe Zone 


Court 
action 
w ill 
be 
taken 
agonist the transfer of Muhlenberg 
township school district to Monroe 
school district made by t> e county 
board of education. 
T. A. Renick, who with C. A. 
Leist has been employed to repre­ 
sent the 
Muhlenberg 
township 
board of education * * the contro­ 
versy, indicated Friday that an ac­ 
tion would be filed ce eking a tem ­ 
porary and perm' lent injunction 
against the transfer. He indicated 
the action would be filed against 
the county board 
education, the 
Monroe township board of educa­ 
tion and the county auditor. 
The action will ask that a tem­ 
porary restraining order be grant­ 
ed against the interfering with the 
operation of th schools of Muhlen­ 
berg township aller' ig the trans­ 
fer made by the county board is 
illegal. 
The Muhlenberg township school 
district was transferred recently 
to the Monroe '.ownship school dis­ 
trict by the county beard. 
This 
action w as taken by the board af­ 
ter the high school charter of Muh­ 
lenberg school was annulled due to 
small enrollment. Under provisions 
of the transfer 
the 
high school 
pupils of 
Muhlenberg township 
veer© to go to Monroe school. The 
board recommended the Darbyville 
schol would be detained as a grade 
school. 
A 
remonstrance against 
the transfer 
was held invalid by 
the county board. 
The Muhlenberg township board 
of education employed counsel this 
week for court action. 
Glenn Hamilton, Arthur B. Rad­ 
cliffe, S. C. Weidinger and William 
Wright all voted yes to Hamilton’s 
motion to hire the attorneys to file 
the action. 


STARS SAY- 
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— 
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For Friday, August 11 
DOUBTFUL and conflicting con­ 
ditions are likely to materialize this 
day, according to certain adverse 
configurations. While it is a stabi­ 
lizing reign in some particulars, 
benefits also may come from minor 
changes. 
With property values, 
labor and old interests making 
steady gains, yet there are loop­ 
holes for fraud, trickery and other 
suble 
undermining, 
unless 
vigi­ 
lance and precaution are exercised. 
Be alert to all manner or dupli­ 
cities and intrigues. 
Those whose birthday it is are 
on the threshold of a year in which 
moderate progress may be made 
through increased values in old 
plana and possessions. It is a time 
of 
stabilizing 
influences, 
with 
steady gain by labor, industry and 
application, but with the exercise 
of precaution against intrigues and 
undercover snares. Minor but judi­ 
cious changes may be helpful. 
A child born on this day will be 
diligent, steadfast and earnest, al­ 
though versatile, adventurous and 
enjoying change, and may apply 
itself in unusual lines, or in in­ 
ventions of practical purpose. 
o 
' 


A 
battleship generally carries 
around 1,400 sailors. 


THE CHICKENS COME HOME TO SENATOR HATCH 
President Roosevelt has been called a great politician.- Some hardy 
souls venture to go further. 
He is lauded as the matchless politician 
of all history, the master magician, the non-pareil, the all-time triple 
threat. 
However much these modest flowers became him 
once, they are 
wilted today. 
The flowers began to fade when Louis 
Howe left him. 
Can you name some move of his since then which you consider really 
politically sm art? 
There was the Supreme Court 
packing bill of 1937, the reorganization bill of 1938, 
I the Chicago quarantine speech, the Black appoint­ 
ment, the “I don’t want to be a dictator” midnight 
statem ent, the Ambe appointment, his reversal on 
the need of a bal­ 
anced budget, the 
undistr i b u t e d 
profits tax, 
his 
knifing Pat Har- 
PETTENGILL rison for Senate 
floor leader. 
But as history unfolds can you 
name 
any act of any president 
that ever approached, much less 
equalled, his boner on the purge? 
I think that will go down as the 
prize Merkle of all presidents. 
Whether 
he wishes 
to shape 
events to force his renomination 
for a third term, no one can say. 
At least he has admitted that he 
wants to name his successor, and 
it is wholly natural and proper 
for him to wish to do so. 
It has 
been his ambition for a long time. 
How else can you explain his de­ 
sire to do away with the two- 
thirds rule in the Democratic con­ 
vention ? 
He wanted to accom­ 
plish this as far back as 1932. He 
succeeded at Philadelphia in 1936. 
Why ? 
To control the convention 
in 1940. 
So the custom of a cen­ 
tury was up-rooted. 
The stage 
w as ready to be set. 
Then came 1938. 
But that time 
he was smarting under some show 
of independence by Senators and 
Congressmen. 
He conceived their 
constitutional function to be lim it­ 
ed to providing ways and means 
to carry out political polices deter­ 
mined by him, as he wrote "dear 
Alben”. But some said the Con­ 
stitution made Congress the policy 
forming agency of the government 
and refused to take orders. 
So 
Mr. Farley was benched, and the 
famous battery of Hopkins and 
Corcoran was called upon to curve 
over the purge ball. 
It was really a "grand” idea. 
But it had one slight defect. 
The 
ball cut the heart of the plate 
breast high, and from thence it 
went thither. 
It was never seen 
again. The folks hack home want­ 
ed the right to bat in or out their 
own Senators and Congressmen. 
I ask you, my countrymen, if 
any boner ever equalled this. Sen­ 
ators 
George, 
Smith, 
Tydings, 
Clark, 
Gillette, 
McCarran, 
Van 
Nuys, as well as Congressmen Cox 
of Georgia, and Howard Smith of 
Virginia, all came back where they 


| 
CHICAGO, Aug. l l —A board of 
I officers of the Illinois National 
., 
Guard was expected to be named I where Sood Pasture and ample supplies of cheap roughage are avail- 
today to inquire into conditions able, according to the statem ents of 25 experienced breeders to I. P. 
[at the 124th field artillery armory McCann, specialist in animal husbandry, Ohio State university. t 
I in Chicago, where a young woman 
These men brought out their 1935 herd records which showed the 
i was shot 
to 
death 
W ednesday 
night by a guardsman. 
production <57 calves at an average weight of 441.6 pounds for an 
The guardsman, Frank Japcyn- average cost of $15.10 per calf. 
These calves were raised from 
ski, 47, shot and killed him self a an aggregate herd of 800 cows. 
[few moments 
later 
behind 
the 
The cattlemen operated farms 
armory 
His victim was 23-year- 
Kn0Xi Wood Pik6i p 
pick. 
old bisie Doolewerdt, with whom 
and Madlson counties, and 
he had been friendly for several the j,erds deluded the three com- 
>ea is- 
i mon breeds of beef animals. 
Mr 


<*>- 


had been told they 
were 
not 
wanted. 
But that is only a small part of 
the 
story. 
Every 
Democratic 
Congressman and 
Senator 
who 
w as not a complete toady and yes- 
m an—three hundred or so, in fact, 
—saw the poisoned point of that 
same purge directed at him. 
It 
was a hidden threat. If it worked 
in 1938 it could and would be 
worked again in 1940. Take orders 
or else. 
Every one of these men 
resented its implication, both as a 
Congressman and a man. 
It was 
a challenege to his dignity, per- 
“sonal and official. 
He said little, 
but thought much. 
From the moment of the purge 
Congress went into a silent re­ 
bellion. 
These 
men 
determined 
that the weapons of the purge 
the W.P.A. and the Labor Board, 
as prime examples—should not he 
used against them in 1940, or at 
any 
time. 
And 
so the 
House 
adopted the resolution sponsored 
by one of the purges, Smith of 
Virginia, to undress 
the 
Labor 
Board in Public. 
And it passed 
the Hatch bill that forbids em ­ 
ployes in Secretary Ickes, office, 
for example, to campaign against 
Congressmen. 
But that is not all. 
It is only 
a small part. 
For the first time 
in American history a national po­ 
litical convention will be held in 
1940 in which the administration 
in power will not be able to name 
a single postmaster, district attor­ 
ney, U. S. marshal, W .f\A . fore­ 
man, A.AA supervisor, or govern­ 
ment payroller of any degree as a 
delegate 
If anything is better de­ 
signed to prevent Mr. Roosevelt 
dominating that convention, it has 
not been catalogued. 
Yes, the 
chickens cast upon 
the 
waters 
have returned after many days— 
to Hatch! 
SAM UEL B. PETTENGILL 


AT THE CLIFTON A 
The Giant Radio Roundup to se­ 
cure talent for several radio sta­ 
tions in this territory gets under 
way on the stage at the Cliftona 
Miss Woolewerdt to enter the ar- J 
These livestock 
producers de- j theatre tonight. 
Twelve acts with 


National guaid officers said the yic<jann believes the experiences 
inquiry was to be taken to deter- of thesg men are a fair indication 
mine whether any laxity was in- 
me possibilities of beef produc- 
i voived in th- permission given to tio„ withln the state. 


THEATRES 


mory to keep an appointment with pend upon pasture to carry the 
Japcynski. 
j beef pattie from 
May until No- 
Adj. Gen. Carlos E. Black, cus- vember 
and 
then ®feed 
cheap 
todian of armories and the final roughage 
through 
the 
Winter, 
authority on anything having to ln some cases, corn stover alone 
do with their use, said a thorough ^as been the W inter feed for the 
; investigation could be expected. 
I c o w s . 
"How 
far 
the 
investigation 
Most of these 
cattlemen 
pre- 
goes, 
he added, "will depend on ferred to have the calves dropped 
developments. ’ 
j sometime between February I and 
Maj. Gen. Roy D. Keehn, com- J june I. 
Earlier calves increase 
mander of the 33rd division, also the cost of W inter feed for the 
favored an inquiry, saying: 
j COws, and later calves 
are 
not 
"I am in favor of an investiga- heavy enough to go into the feed- 
tion of the charge of women being I lot at the usual weaning time. 
brought into the armory.” 
---------------- o- 
The type of cows used in the 
herd is not important as long as 
Kin .iii.in -r /i.i 
they are good beef animals, but 
WILMINGTON 
M UR D ER ER 
the kind of bull used is of utm ost 
T R EA TED 
FOR 
INJURIES 
importance. 
The bull should be 
as near the ideal beef type as pos- 


I sible, 
low-set, 
compact, 
broad, 
-GLL MBI S, Aug. l l 
Con- deep jn the middle, 
low 
in 
the 
viet William Yandervort was re- 
fi^ k , and have 
a 
full, 
plump 
ported recovering today in Ohio hindquarter. 
penitentialy 
from 
a 
badly 
in- 
The greatest hindrance to na- 
fected knee suffered 
in 
a 
fall 
rive production in this state has 
when he escaped with three com- 
been Bang’s disease. 
Any farmer 
panions from London prison farm 
starting to build up a beef herd 
Aug. 2. 
All were captured. 
should buy only cows which have 
When the 36-year-old slayer of given a negative reaction to the 
a Wilmington police officer was 
blood 
test 
for 
Bang's 
disease, 
transferred 
to 
the 
penitentiary 
After the herd ig established, no 
I from the prison farm, he brought' untested cattle should be permlt- 
with him a Bible in which was 
ted in contact with it. 
hidden almost an ounce of dental 
cattlemen 
who 
explained 
j gold, prison officials said. 
While their methods to Mr. McCann said 
I at the model institution, Y antler- 
wag no^. necessary 
to 
creep 
vert had served as a dentist’s as- 
fee(] the calveg 
Good legume hay 
sistant. 
supplied to the calves when grass 


0 
j becomes 
short in late 
Summer 
MORE LOANS FILED 
proved 
sufficient to keep 
them 
One hundred and fifty-six loans 
gaining at a satisfactory rate. 
on wheat have been obtained to j 
o-------- 
date 
by 
Pickaway 
county 
farmers. 
More applications 
are 
EQUIPMENT FOR MUMAW 
being filed daily for loans. 
Paul 
Police Chief William McCrady 
Matthaes, secretary of the Pick- has sent a valuable piece of fishing 
away county 
Agricultural Con- equipment to Patrolman 
Charles 
servation 
comm ittee, 
said 
the 
Mumaw on 
acation at Elk Rapids, 
loans include about 56,000 bushels Mich. 
After receiving cards that 
of wheat. 
fishing was bad, the chief sent a 


DOES YOUR 


MOTOR 


RUN 


HOT? 


A Bug Screen will help 
prevent this. 


We have Screens for all 
makes and models of 
cars. 


G O E L L E R ’S 
SERVICE STATION 
S. Court dc Logan Ph. 293 


Mason Bros 
Annual August Sale! 


ONLY 


1 . 0 0 


' N 


BARGAINS! 


REAL BARGAINS 
FOR CASH! 


1931 Hudson C o u p e ...........................$29.59 
1929 Chevrolet C o a c h ....................... 29.59 
1929 Chevrolet C o u p e ....................... 29.59 
1928 Ford T u d o r ................................. 29.59 
1929 Essex Coach ............................... 29.59 
1929 W hippet S e d a n .......................... 29.59 


Come In Take Your Choice 


No Trades— No Time Payments 


Priced Low For 
Quick Sale! 


BETTER HURRY 


The Harden-Stevenson Co. 


I KExuif] 


For This 
LIVING ROOM 
SUITE 
Covered in quality vel­ 
vet 
for 
long service. 
This 
full 
size 
Living 
Room Suite would en­ 
hance 
the 
beauty of 
your living room. Con­ 
struction is absolutely 
guaranteed. 
See 
this 
Suite for a real bargain. 


WM 
ii 
.T,n 
Bed 
Outfit 


Simmons Bed . $ 4.95 
Simmons 
Coil Springs 
4.95 
50-lb. Cotton 
Mattress . . 
4.95 


Sale Price 
Complete . . $14.85 


i**f! 


Studio Couch 
Its a sensation— a Studio (’ouch 
with Arms, Back, Innerspring Mst­ 
ress, 
Innerspring 
Pillows 
that 
’pens into a full size or twin beds 
or only $24.95. 
They can’t last 
ong at this price. 
$32.50 Value 
$24.95 
AS MUCH AS 
IR IO N S 
COAL 
FREE 


WITH EACH 
JI 


25 people will be competing for 
the 
radio appearance and cash 
prizes to be awarded each Friday. 
"Shake” 
Davidson, who is in 
charge of the contest, announce 
after the auditions this afternoon 
that a wide variety of talent will 
be seen in the contest tonight. 
None of the 
acts entering the 
event tonight has even been seen 
before in a Circleville theatre. 
In addition to the stage show 
the Cliftona w'ill present its regu­ 
lar 
double 
feature 
program 
of 
"The Gracie Allen Murder Case” 
and Roy Rodgers in a new musical 
Western. 
------------- o---------------- 
NEW VIENNA GIRL HIRED 
Miss Eloise Simpkins, of New 
Vienna, has been employed by the 
Scioto township board of educa­ 
tion to teach 
commercial 
sub­ 
jects. 
Miss Simpkins taught in 
the East Geneva schools for the 
last two years. 
Miss Donna Love, 
of Lima, who had been employed 
to teach English and Latin at A t­ 
lanta, has resigned that position 
to accept a position at Caldwell. 


LYNN BARI UNDER KNIFE 
HOLLYWOOD, Aug. l l —Lynn 
Bari, up r 
comi ng lim starlet, 
was reported 
resting comfortably 
in Cedars of Lebanon hospital to­ 
day following an appendix opera­ 
tion. 
The young actress was to 
have left for Honr’ulu yesterday 
with Ner husband of five months 
for a belated honeymoon, but was 
rushed to the hospital for the op­ 
eration. 
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BUY YOUR 
| 
I FALL and WINTER I 
I SHOES I 
| 
IN AUGUST 
| 
I 
AT 
I MACK’S I 
| 
And SAVE 
( 


= 
They W ill Cost You 
= 
E 
More 
in 
September 
= 
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seine to the 
patrolman. 
It was 
made from two 
small sticks, a 
piece of Mo. auito netting, some 
tiny sinkers and bottle corks. 


FOR SATURDAY 
Perfection Brand 
WORK 
SHIRTS 
ST 
I. W. KINSEY 
125 N. COURT ST. 


Hill Implement 
Co. 


Home of 


Farm Equipment 
Farm Implements 
Paint 
Electrical Appliances 
Farmer's Hardware 


We Guarantee To 
Give Satisfaction! 


PH O NE 24 


ROOF P A I N T 


Prices Always Reasonable— Reliable Quality 


Asphalt Roof Paint, 5 gal. lots, per gal.......................43c 
Asbestos Roof Coating— stops leaks— 5 gal. lots 
per gal. ..................... 
44c 
Black Graphite Roof Paint; 5 gal. lots, per gal. $1.85 
Asbestos Roof Cement, IO lbs. 85c, pound can . . 15c 
Ru-ber-oid Roll Roofing, 45c; per square . . . . $1.6^ 
Miami Red Roof Paint, 5 gal. lots, per gal 
$1.40 
Navajo Red Roof Paint— 5 gal. lots, per gal. . . $1.10 
Pure Linseed Oil— a real buy, gal.................................90c 
Pure Turpentine, pint 10c, gal........................... 
65c 
No D-K. protection against termites, gal. . . . . . . 65c 
G O ELLER ’ S PAINT STORE 
I Square East of Court House 
Phone 1369 


aret tee Vacation Ahead! 


You are sure of more relaxation and enjoyment when you 
start out on your. vacation in a car which has been 
thoroughly checked over and serviced by a Fleet-Wing 
serviceman. Then you may drive, tree from worries, because 
you know your car is fit! 


Fleet-Wing’s Summer Lubrication Special 


. . . includes a lot of extra free services and a bumper to 
bumper inspection. Oil filler, air filter, battery, tires, differen­ 
tial, transmission, steering assembly are examined. Nothing 
is missed, You know what your car needs, and if your 
Fleet-Wing serviceman is given the responsibility of 
completely lubricating your car—depend on it —it will be 
done right, with the correct type of Fleet-Wing top-quality 
lubricant for every point. 


The Circleville Oil Co. 


CIRCLEVILLE, O. 
NG 
R OIL 
Sold Only Through Independent Merchants 


